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SAFETY AND HOUSEKEEPING 


Proportionate figures 
From 1944 to 1953 


More recent (gg 
not yet available. 
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Only the BEST is trade marked 


Over 50 Years of Quality and Protection 
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No. 401 
Welding 
Hand Shield 


No. 406 Welding Helmet 


Bulletins No. 39 and No. 47 (and Catalog No. 24) describe these and over 20 other styles of Welding 
ARE no. P| mo. <3) 


eeeeeeeeeoaeoeoeeeoeae eo eooe 


a 
eeeesseeeeoeeeeeeeeeeeeeeeceeee cesses eseeeeseeeeeeeeeeeeeee 


CD) 
Monarch® 
F-300 Face Shield 


yy No. F-500 


Headrest Goggle 


~ 


Bulletin No. 41 tells about 4 famous Monarch Fac 


> 


Bulletin No. 29 describes this and No. F-450, the sofest, 


Shields and. their many accessories finest welding aoqgles made 


THEY LEAD IN SALES... 
because they LEAD IN QUALITY! 


The name FIBRE-METAL stands for highest quality . . . quality preeminent 
in the field of welding and safety based on broadest experience and con- 
tinuing research to produce the kind of equipment that gives maximum pro- 
tection to the welder... along with the comfort and “work ability” that 
enable him to produce more work per day. Ask for Bulletins ...or order 
by number, 
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No. F-30 
a 


-~@eeseeernere 


v 
<< Welder’s 
a Gloves 


g No. 24 includes leather gloves, protective 


ves, bibs, coats, capes, ‘spats, etc 


No. 600 
Welding 
Helmet 


Safety 
Hats & Caps 


why they re better for you! 


No. 4-R 


ALL-Insulated EUREKA Holder 


Bulletin No. 33 describes its unique features and 


Bulletin No. 25 describes the famous SIMPLEX Holder! 


THE WORLD'S LARGEST MANUFACTURER 
OF SUPERIOR PROTECTIVE EQUIPMENT 
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ACCO Registered’ Wire Rope Slings 


Get This Flexibility with 
Cable Laid Construction In-- 


THE SAFEST SLINGS MADE 


in your plant will 
ind time-saving 
Slings. For these 
flexibility of 
manila rope with the strength of steel. And to 
this extreme flexibility they add freedom from 
crankiness and kinking. The 
result is h handles easier—saves 
time 


e The operating people 
appreciate the money 
Cable Laid 


specialized slings combine the 


advantages of 


resistance 
a sling whi 
costs 
able 


wire 


cuts operating 
laid slings is in the 
It is a combina- 
not strands, 
ropes 


The secret of « 
construction of the rope 
tion of six individual wire 


laid | 


a special 
are coated with 


ropes, 
These 
GALACCO coating for 
And 
extra strength 
finished sling. 


around steel center 


4 special 
maximum corrosion resistance ACCO S 
patented DUALOC endings give 


to the 


SAFEST SLINGS MADE 
like all of the other slings 
selection, are 
safeguards, 
slings made. 


and safety 


ACCO ¢ ible laid slings, 
in ACCO’s complete 
incorporate extra 


them the 


registered 


which make safest 


Each individual component, made from the 
highest quality material suited to its use, is 
tested before assembly—must prove to have 
strength equal to or greater than the sling 
body are then assembled 
into according to precisely-engineered 
designs which have proven their safety and 
reliability in extensive field tests. 


These components 
slings 


Each completed sling is then proof-tested at 
twice the load-carrying capacity for which it 
Then, and only then, does it receive 
the coveted registration certificate and tag. 
Get the details on Cable Laid, or any other 
cco Registered Wire Rope Slings, from your 
distributor—or call the nearest 
Acco district branch below. 


is rated 


FREE FOLDER: Write the Wilkes- 
Barre office for your copy of new 

Ider DH-532 which gives details 
yn AcCO Registered Cable-Laid 
Slings 


‘Trade Mark Registered 


Beni Rope Sling Department, American Chain & Cable Company, Inc. 





Wilkes-Barre, Pa., Atlanta, Chicago, Denver, Houston, Los Angeles, New York, Odessa, Tex., Philadelphia, Pittsburgh 
Portland, Ore., San Francisco, Bridgeport, Conn. In Canada: Dominion Chain Co., Ltd., Niagara Falls, Ont. 
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BEARFOOT NEOPRENE AIRCUSHION CORK 
has ON -THE-STREET STYLE 
with ON -THE-JOB COMFORT plus an 


extra margin of safety and long wear 


Today, « 

fort are acclaiming Bearf 
— microcellular 

Slip qualities 

jreater non-slir 


Soles—the perfect 


A TRUSTED NAME ON SHOE B 
THE BEARFOOT SOLE COMPANY, INC. WADSWORTH, OHIO 


e: 1931 S. Allis, Atkinson Sales Co. « St. | 602 Locust Street, F, E. Alston, Mgr 


OTTOMS SINCE 1924 
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There is a better way to 
register safety messages! 


“Safety messages that get read” the Na- 
tional Safety Council confirms, “ do help 
reduce accidents.” Yet how difficult it is to 
get them read — particularly the familiar 
simple cautions we are all so prone to 
disregard 

AJAK® Cups — one-piece, 
wedge-shaped, easy to hold 


. tae and drink from; in 4, 6 and 
AJAX ( [ PS put your satety message 7 oz. sizes; packed imprinted 


with assorted stock safety mes 
sages at no extra cost or your 
own message to order 


Here’s one way to do it 


right in your worker's hand, several times 
a day, at just the moments when he is re- 


laxed, re ceptive ready to read AERO® Cups — for those who 

7 prefer a flat-bottom cup; in 3 
At the same time, these crisp, clean 4, 5 and 6 oz. sizes. Also with 
stock safety messages or your 
own message to order 


AJAX Cups provide the most convenient 








comfortable drinking water service, boost 





worker morale, and reduce the hazards 


of transmitted infections. GET THE FULL STORY ~ 
AM ; Write us today for 
Any bubbler fountain is easily convert- this new folder 


ed to prov ide this service. Ask your paper piers gine Bre 

merchant about it. safety-imprinted 
AJAX and AERO 
Cups and equip 
ment. 


United States Envelope Company 


General Offices: Springfield 2, Massachusetts 


15 DIVISIONS FROM COAST TO COAST 
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— says Foreman of 


BURNY BROS. BAKERY, CHICAGO 

















Garage and stockroom floors in Burny Bros. large, modern bakery get daily 
scrubbing with a Job - Fitted Combination Scrubber-Vac and Seto! Cleanser 


THEY'RE an unbeatable team to speed the cleaning of 


oily, greasy floors. Here's why: A Scrubber-Vac completely 
mechanizes scrubbing. It applies the cleanser, scrubs, flushes 
if required, and picks up (damp-dries the floor) — all in 
one operation! Job-fitted to specific needs, a Scrubber-Vac 
provides the maximum brush coverage consistent with the 
area and arrangement of the floors. Its teammate, Setol 
Cleanser, is specially designed for the greater speed of 
combination-machine-scrubbing ...emulsifies grimy oil 
and grease instantaneously for fast, thorough removal by 
the machine’s powerful vac. Moreover, Setol retains its 
strength longer than average alkaline cleansers. This, too, 


speeds the cleaning process .. . saves on materials . . . and 


cuts operating time of the machine, which in turn reduces 
labor costs. The Scrubber-Vac shown above is Finnell’s 
213P, for heavy duty scrubbing of large-area floors. It has 
a 26-inch brush spread, and is capable of cleaning up to 
8,750 sq. ft. per hour! Finnell makes sizes for small, vast, 
and intermediate operations (available on lease or purchase 
plan) ...also a full line of fast-acting cleansers. In fact, 
Finnell makes everything for floor care! Find out what you 
would save with combination-machine-scrubbing. For dem- 
onstration, consultation, or literature, phone or write near- 
est Finnell Branch or Finnell System, Inc., 35C7 East Street, 
Elkhart, Indiana. Branch Offices in all principal cities of 
the United States and Canada. 
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THIS MONTH'S FEATURES: 





Show this month's cover to your top management. It's the 





best argument you have to prove a strong safety program 


can save more than it costs. Source of the figures is the 1955 





Statistical Abstract of the United States. 
DEPARTMENTS 








Letters 

Baby Poster 
Useful Literature 
New Preduects 


Is It Fair? be kane 
Make Your Company Railroad Safer 
News of People 
» ¢ 6 - \ railroad safety director tells how 
& Suppliers a 


rkers sate. 


What's New 
in Compensation 


Industry's Noise Problem. . . . 
Future Safety Meetings . 

° nose. with co 
Right Off the Dockei 


lin © too mue h ot it 


The Book Shelf 


Sudden Injury - Combine Fire Control and Civil Defense. . . 


‘ Any plant wit 250 or more employees can profit 
Literature in 7 


Th: . from thes thods of disaster control ylannine 
This Month’s Ads ; : 


Turtle Club ’ einai ; a 2 . 

What Can Silicones Do for Safety Shoes?..... 
Buyers’ Guide What are silicones. and how can they help in cutting 
Advertisers’ Index costs and improving emplovee health and satetv ? 





PUBLISHED MONTHLY AND COPYRIGHT BY 


THE INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 
ACCEPTED AS CONTROLLED CIRCULATION 

PUBLICATION AT EAST STROUDSBURG, PENNSYLVANIA 812 HURON ROAD, CLEVELAND 15, OHIO 
RETURN FORM 3570 TO 1956 
$12 HURON ROAD, 


ee ee SUBSCRIPTION RATES: 
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ONLY Fyr-Fyter 
GIVES YOU 
MORE PROTECTION AGAINST 
FLAMMABLE LIQUID FIRES 
with this DENSE 60° WIDE ANGLE STREAM 


This dense, flame-smothering, heat-shielding 
blanket of chemical powder is expelled from Y Pressurized 
Fyr-Fyter’s Dry Chemical Extinguisher by the ‘4 phe 
sure force of ‘‘sealed-in-power! 
A specially designed diffuser, built into the 
nozzle, spreads the fire-killing powder in a 
flat, dense 60 wide angle stream which covers 
a wide area to envelop and blanket flames 
faster! This provides more protection against 
fires in gasoline, petroleum products, paint, 
varnish, lacquer, turpentine, alcohol, butane, 
propane, and chemica fires . . . and also 
hazardous electrical fires! For a longer range 
stream, the diffuser can be easily removed. 
Fyr-Fyter’'s Dry Chemical Extinguishers are 
approved by Underwriters’ Laboratories. 


GET ALL THE FACTS... 


CALL A FYR-FYTER REPRESENTATIVE OR 
WRITE FOR COMPLETE INFORMATION TODAY! 


FF-11 


A 4 : : 3 % Cartridge-Operated 
C @ , 10, 20 and 30 tb. 
' ? 4 capacities 
The Ayr-Fyter Co. 
(FIRE) (FIGHTER) 


221 CRANE STREET, DAYTON 1, OHIO 


REPRESENTATIVES IN PRINCIPAL CITIES 
OUR 40th YEAR OF MANUFACTURING... THE MOST COMPLETE LINE IN INDUSTRY 


BRANCH OFFICES: NEW YORK, BOSTON, PHILADELPHIA, CHICAGO, ATLANTA, DALLAS, SAN FRANCISCO, LOS ANGELES, PORTLAND, SEATTLE, 
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H222 


Brown glove upper; 
black Resist-Oil (Neo- 


prene) sole and heel; 


welt; leather 
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HY-TEST’s 
MOST POPULAR 
SAFETY SHOE 


Low-Quarter Comfort 
Easy-Fitting, Adjustable 
plus Safe, Sure Protection 


Yes, the Leader now has a companion oxford! 
HY-TEST’s new H222 features lace-to-toe desigif, 
assuring perfect fit and adjustability to any type 
foot. Like the popular H922, it fills a very defi- 
nite need and at the same time adds another 
fine pattern to the more than 80 styles of 
HY-TEST Safety Shoes “Built for the Job”. 
H222 and all HY-TEST Safety Shoes are 
made with the world-famous Anchor Flange 
Austempered Steel Box Toe. 


Write for Full Information 


} «= s#xHY-TEST SAFETY SHOES 


Division INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Louis 3, Mo. 
Teletype: SL 300 
927 N. 3rd St., Philadelphia 23, Pa. 
Teletype: PH 476 
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STOP 
ATHLETE'S 


OVER 70% 


of the largest manufacturers 


USE ONOX’ 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 
Main cause OI Athlete = t 
Shoe-Softened Skin (U.S. P. H.S 


On yx tO 


y EASY TO MAINTAIN 
No spla h no mess no V 
Nothing to get out of 


testing of solution need 


y ECONOMICAL 


One mat serves 50 bather 
One gallon Onox serves 
bathers one month. Average cost 


1¢ per man per week 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


DEPT. N, 125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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LETTERS 


Two Major Problems 
In Workmen's Compensation 
EDITOR: 

| mployers face tWo majo 
ems in the field of 
ompensation: 

l. Tendency 
ind boards t 
onditions 1 
nected with 
pation, 

& High premiums il 
reased cost due to employe 
laving in their return t 
iiter actual recovery tron 
lition. 

\ review of such cases 
ittle argument as to the 
f that statement. Let 
the actual facts in a recent 

“A female employee visited thi 
plant medical department for th 
treatment of an infected puncture 
wound at the end of her right 
thumb The patient related that 
the condition was caused by ar 
ypen safety pin left in an apr 
that was being washed. 

~The patient was given first a 
treatment and referred to her pr 
vate physician. The infection 
spread, and surgery was finally 
performed. 

“The employee was off work for 
three months. part of which she 
was completely healed. She signed 
a statement and testified before the 
board that she did not recall any 
event that could have caused the 
condition in her thumb or that 
could have increased the progress 
of the infection. 

“The board awarded compen- 
sation.” 

If Joe sprains his bac k on Mon- 
day, is recovered and able to re- 
turn to work on Thursday. but ar- 
ranges with his family physician 
to remain off until the following 
Monday, the compensation costs in 


~~. 


the case are doubled. If enough 
Joes do similarly, the over-all cost 
s greatly increased. 
Here we hesitate long enough ti 
lve the family physi lan al 
partly—-he treats Joe and his 
analy He does not consider the 
fact that a few days here and there 
ranted at the request of a recov 


ovee can be of major 


ndividuals and groups ad 
re liberal benefits will 
pposition if they will 


ul the inswers to these 


nd boards 

iarged with the administration of 

workmen s compensation acts must 

realize that their obligation is to 

stay within reason jin makin 

iwards. They must base their de 

ns on the law and facts—not 

to satisfy sympathy, or because the 

nsurance Company 1s loaded with 
noney. 

Very few employers have any 
other desire than to see justice 
done in any case——they expect to 
be liable for those injuries result- 
ine from the employee's occupa 
tion, 

Perhaps there is some food for 
thought in having designated in 
dustrial doctors. At least a pro 
ram of education is needed to 
brine the picture into proper focus 

\s it remains, an employee 
drawing 66°2% of his average 
eross pay is actually receiving 
72% to 84% of his “take home” 
pay: and the nearer the benefits 
upproach his spending cash from 
wages. the more tendency there 
will be to remain off work when 
it is not necessary—resultine in 
millions of dollars of padded costs 
to employers. 

With the solution to these prob- 


lems can come increased benefits. 
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and the over-all cost will de rease. 
Surely, this is the fair and equita 
ble wav to approach the whole 
situation 
D. FL WiILLiAMs 

Dover. Delaware 

Vr. Williams, who has long 
heen actively engaged in industrial 
safety, has contributed material to 
OccuPATIONAL HAZARDS in the 
past 


Noise in Industry 
Tops in Interest 
EDITOR: 
Please send us three copies of 


your article, “Industry's Noise ( ol ~ Pr aes er at Collina now 


said theu made ) ( fon ellows a d the rick 


Problem.” which appeared in the 
March 1956 edition of your mag- 


azine. We are particularly im- 
pressed with your presentation of 
this very pertinent subject and 
would like to distribute copies to 


our key personnel. 
R. C. DuNNI 


comcon Without feeling ill 


| great deal otf interest has hes rn 
stirred by our noise articles. You and vour employe es will like Morton Yellow 
Some of them have been discussed Impregnated Salt Tablets. These are non-sickening 
recently on convention floors | 
me 


salt tablets made by a special patented process that 

uniformly coats the individual salt erystals to con- 

e dissolving rate of the tablet. A controlled 

dissolving rate means that salt lost through sweating 

is replaced gradually—but beginning immediately. 

Small Company—Top = Salt lost through perspiration should be replaced 
Safety Program - to prevent Heat Fatigue. Workers will feel better 
Serroe: a and work better when they take Morton Yellow 


, Impregnated Salt Tablets—and remember, they do 
| read the article in the April . 


issue of OccUPATIONAL HAZARDS : nal 

| “M me Are Y Be Ser eee rton Y vy Impregnated Salt Tablets come in a handy 
veer ; aungennens laste? pecif 5-5-3e | isposable Dispenser. A plastic dispenser and a new golden 
ing Misled by Faulty Arithmetic ? 


In this article it tells of a survey 


not cause stomach upset. 


lispenser are also available, as are plain salt 


made at the request of your maga see No. 501-316 ~~» Mail coupon today for more information ! 
zine of 120 Cleveland area plants 


It states that 32 of the surveyed 


plants each has more than 500 em- MORTON SALT 


ployees working on production 


lines, and that 19 plants have COMPANY 


L000 o1 more produ tion em- Dept. 120 South LaSalle Street, Chicago 3, Illinois 
ployees each. That some of these 


have no safety programs whatso- Please send me your booklet which gives complete information 


ever. It further states that “as to about the Morton line of salt tablets and dispensers. 
be expected, the smaller plants ee 
less attention to satety than : 
‘ 99 Company 
the big ones. 
We here at The Wakefield Com- Street 
pany have just had our open house City = __Zone___State__ 
celebration of our 50th anniver- 
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OLDEST AND LARGEST 
COMPANY OF ITS KIND 
IN THE WORLD 


wey Ren te 





6: LING 


“It's far simpler to use one cleaner for all surfaces.” 


W hy confuse your maintenance men with a closet-full of special 


cleaners — when you can use WEST"’s A4/l-Purpose Cleaner. 


[t simplifies: 
cleaning routines 
reordering 
inventory records 


storage space. 


ow cost and quantity prices save you money. Too, a little 
[° WEST All-Purpose Cleaner goes a long way. You use only three 
ounces in a gallon of water. You get exceptional detergency 
even in hard water — without high alkalinity. It cleans 
just about anything: 

floors of all types 

painted or unpainted surfaces 

tile 

leather 

plastics 

glass 


many other materials. 


et a WEST Sanitation Specialist demonstrate the advantages of 


4 All-Purpose Cleaner. Just write. Or call your local WEST office. 








WEP 





/ hy (+) FREE FOLDER 
Use your business letterhead to request our folder on the economies of 
ALL-PURPOSE CLEANER 


WEST DISINFECTING COMPANY 
Dept. 3 42-16 West St. Long Island City 1, N. Y. 





WG 
bie NNIVE RSAR YW y Branches in Principal Cities @ In Canada: 5621-23 Casgrain Avenue, Montreal 
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sary. In most of our late years, 
the total number of employees av- 


eraged about 130 to 140. reached 
i peak of 200. with the present 
number of L9O0. Of this LOO. 


about 116 are production workers: 
so we are classed as a very small 
plant. 

1 am enclosing an issue of The 
Wakefield News with an article en- 
titled. “First Safety Report Mack 
lo Years Ago.” 

The Wakefield Company has 
proved it is not only a leader in 
the lighting industry, but also a 


leader of safety in small plants. 





Safety in most small plants is a 
good deal like the weather. In 


most cases, everyone talks about 








safety. but no one does much about 
it. 

The Ohio State Safety Confer- 
ence held each September in Cleve 
land could do much more for the 
good of safety in small plants, if 
they put a special program on for 
small plants and their safety prob 
lems. 

Our plant is about 40 miles from 


Cleveland’s Public Square, not too 


far from the surveved area. 


‘vow | Pandage-and-tape 


Chairman, Safety Committee 
The Wakefield Co. 


a all in one... 


The W akefield News jor Varch 


956 re ; a fe heli ; : ; : 2 : . 
1956 reported that “The Wakefield first-aid. ..saves time in the clinic. Regular and oil-resistant, 
Company operated the first 34 


both sterilized. 


Gauztex sticks to itself...never to skin or hair. Easier in 


years without a set safety program. 


In those 34 years. there were many 


3 . + 
papas eg cinaelane ieee Here’s how easy if Is... 


department.” In September 1955. 


OcCUPATIONAL HAZARDS reported (+--+ |]. Lock it...by , —! 2. Wrap it. 

<< . ~ Yr f - 
that “the standard premium rate ik. | overlapping and “] — sticks to itself 
for Ohio compensation unsurance aN eY4 pressing together. IK j= 


in the metal-workine industry is a 


Bg | 
189, The Wakefield Company's LOCK IT! WRAP IT! 
safety program has reduced its rat , ae ; ‘ 
lo Ol £5.” 


wherever it over- 
aps. 


Workers appreciate the comfort of Gauztex bandages. And its 
open mesh allows the skin to “‘breathe’’... heal faster. There is no 
painful pull, no maceration, as with adhesive tape. Industrial 
doctors and nurses prefer Gauztex because it saves time and 
makes a compact bandage even in difficult places. Gauztex is 
Question: May Emery offered in individual rolls...and in professional custom-cut rolls 
Dust Be a Health Hazard? ...regular and oil-resistant, both sterilized. 

EDITOR: 


= . Saeescesssssssssssssssssesosaoseess4 
In the February 1956 issue of 


GENERAL BANDAGES, INC., DEPT. H-7 
your publication, a question in I N D FOR 531 Plymouth Court, Chicago 5, Ill. 


connection with the health hazard Please send me a sample roll and information on: 


of emery dust was presented, It c oe & & Sterilized Gauztex Industrial Gauztex 
is believed that the reply furnished Firm 
was inaccurate, and the following verecempihoan 
: , Address 
is a more correct statement which 
ied City Zone State 
has been offered by a spec ialist in SSS SSS SSS SSSSSSSSSSSSeS SSS SSS eeeee 
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occupational chest diseases to 
whom the question was presented. 
His comments were: “Emery is 
& 


ne company's trade name for the 


artificial abrasive, aluminum ox- 
OCM requires little or no 

maintenance. Catalyt icl 

s last up to 2000-2500 

an then be easily 

2conomically replaced 

Non-leaded gasoline 


be used witt tirely harmless in that they do not 


which is entirely inert when 
retained in the lungs. Even ex- 
cessive quantities seem to be en- 
Don Witte, Seattle 
cause any fibrosis nor do they pre- 
dispose to tuberculosis. Most state 
safety codes have no spec ial pro- 
Visions for protection from emery 
dust for that reason.” 

It is believed that this will cor- 
rect the erroneous concept which 
appeared in reply to the question. 

J. S. FELton, M.D. 
Associate Professor 

(Industrial Medicine ) 
University of Oklahoma 
Oklahoma City. Oklahoma 





We'll leave this hassle to the in- 
dustrial physicians. Our Febru- 
ary reply, hased on reports Jrom 
the Mines Research Board of Great 
Britain, the United States Bureau 
of Mines, and various standard 
texts for industrial physicians, was 
esy Stokely-Van Camp, Inc., Frozen Food Division this: “Emery dust ts inert—harm- 
less to the worker but if it is in- 
Noxious, foul-smelling exhaust fumes and odors need never be a problem haled in large quantities over a 
in your plant again. For wherever you operate LP or gasoline-powered long time it may predispose the 
equipment indoors—even part time—Oxy-Catalyst Exhaust Systems pro worker to tuberculosis or cause 
vide an effective way—the only way—to good fume elimination. 

Operating by catalytic reaction, the Oxy-Catalyst OCM eliminates 95% 
or more of the dangerous carbon monoxide—90% of the irritating hydro 
carbons—from the exhaust gases of lift trucks, bulk handling trucks. sta- Dr. Felton and we ourselves relied 


what is known as ‘mechanical in- 
terference’ with breathing.” Both 


tionary engines—any type of equipment run by gasoline or by LP gas on “seem” and “may” rather ex- 

You know how both gasoline and LP exhaust fumes can cause head tensively in hedging our ideas. 
aches, eye irritation, nausea and worse. These mean production slow-downs ; 
that cost you money. With the OCM, you can run your equipment con- 
tinuously, efficiently, safely, without objectionable exhaust fumes, in even Sd 
closely confined areas. And you get the full benefits of greater employee 
productivity and morale 

If you're interested in cutting costs by speeding production—if cleaner, Material to Go 
safer air is important in your plant—write now for complete information 


on the OCM and name of your nearest supplier To 200 Utility People 


(eo eoeremesean , ee EDITOR: 
For Diesel Exhaust Fumes New O( Dieseler reduces below objectionable levels a 
harmful, irritating exhaust from any 4-cycle diesel engine when running at or over Through the courtesy of the 


60% load. Write for details ; . ; s 
White Star Sales Corporation of 








Jac ksonville, Florida, we have re- 


| OXY-CATALYST, INC. ceived your excellent magazine 


WAYNE, PA., U.S.A. for a number of years. 
MANUFACTURING + ENGINEERING + RESEARCH 


ay. In connection with this, we do 
Fume and Odor Elimination, Air Pollution Control, and Waste Heat Recovery 


at times find articles of consid- 


iil ia 


erable interest to our supervisors 
OXY-CATALYST, INC., Wayne 5, Pa 


and employees. For this reason 


Please send complete information on 


OCM Exhaust for a OCM Dieseler for CJ Send name of 
gasoline engines —~ 4-cycle diesel engines nearest supplier 


it quite often occurs that we 
would like to make distribution of 


I 
I 
. I 
Name a given piece of information to 
I i ae a. that group, approximately 200 in 
I as - — oom aumber. . 

l . as r We are. therefore, asking your 
I 

. I 

. 4 


City —________ = Zone State_ ————— permission to do so as these items 


i in the U.S.A. or i erritories r in Canad houl i ne, P. rers ° . 
rn ee oe oe ae ARES, SOE irae Se eee, a. Sees occur from time to time. When 


elsewhere should write to Pan American Chemical Inc., 9 Rue La Perouse, Paris 16, France. 
this is done. of course, we will 





oe ee GE = = = St a A Se a ee er a see coe 
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S-4377 Moccasin-toe Jaguar. 
Tan. New, low-cut three eyelet 
model. Leather lined steel toe box. 
Lightweight Neoprene 

Crepe sole and heel. 

B 8-12 D 5-12 

C 7-12 E 6-12 


How Thom McAn makes it easier for you 
to sell safety to your men 


OU KNOW how hard it can be to get some men 
to wear safety shoes — especially in summer. 
They balk at wearing heavy, hot, uncomfortable 
safety shoes. And we don’t blame ’em. 

But look at the new Thom McAn above. It’s 
light, cool and comfortable with the modern lines 
of Thom McAn’s famous Jaguar dress shoe. Fact 
is, you’d have a hard time guessing this was a 
safety shoe unless you knew that the swept-back 
moccasin toe concealed a rugged steel toe box. 

You'll find it easier to convince your men 
that foot safety is important when it’s also 
comfortable and smart with Thom McAn, the 
best-selling shoe in all America. 

NOW SOLD THREE WAYS: 1. Directly from 


Thom McAn warehouses for plant inventory, or 


on mail-order basis. 2. Through Thom McAn’s 
special In-Plant Fitting Plan. 3. At Thom McAn 
Shoe Stores. Send today for details on Thom 
McAn’s special money-saving plans——plus a full 
description of the new Thom McAn Safety Shoe 
line. Write: Thom McAn Safety Division, 25 
West 43rd Street, New York 36, N.Y. 


| SAFETY SHOES 


A Division of the Melville Shoe Corporation 








anime — — 
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-_ No black mark 
ras against safety— 








— 4 


B | 


The Accident did NOT happen 
thanks o A.W. ALGRIP 


World’s only abrasive 
rolled-steel floor plate 


No production slow-up or excess overtime, either — because ALGRIP’S 
thousands of tiny abrasive friction particles prevented slipping. 

Nationwide, ALGRIP—made by a patented process—is cutting 
accident rates, slashing insurance costs. This easily fabricated, 
super-safe flooring is tough steel into which a grinding wheel type 
abrasive has been rolled—not coated—to uniform depth as an 
integral part of the steel. Hard usage merely exposes more abrasive 
for extra long life. 

Make a test installation of ALGRIP in your worst slipping area 
use it as an overlay or as complete flooring. It will pay for itself as 
you watch accident rates tumble and morale improve. Call or write 
today for detailed booklet 


A.W. ALGRIP sticitcor oti 
& @ STEEL FLOOR PLATE 
“ * = ge “ = 


“, i, ame - tin oe 
ALGRIP—approved for safety by Underwriters’ Laboratories 
ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. 


ee 
— Ot a s 


Please send A.W. ALGrip Booklet 


Name—_ 
Title___ 
Company 
Address 

City 


ed Steel Floor Plate 
pecial Grades 
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show a credit line on this given 
item of information. Please let 
us know if a release of this type 
meets with yout approval. 
H. B. MeManan 

Safety Director 
Florida Power Corp. 
St. Petersburg, Fla. 

Request granted subjec t to the 


use of the credit line. 


¢ 


April Issue Articles 
In Demand 


EDITOR: 


Could | have about five copies 
of “Why Are Compensation Costs 
Soaring?” [| know some companies 
whose personnel would be reluc- 
tant to believe this unless the sub- 
ject was presented by a disinter- 
ested source like your magazine. 

I would like to present copies of 
this well-written article to the 
heads of these companies. 

Haroip F. PoLston 
Safety Eneineer 
Loss Prevention Dept. 
Liberty Mutual Insurance Co. 
Nashville, Tenn. 


EDITOR: 

In the April 1956 issue of Oc- 
CUPATIONAL HAZARDS, we found 
the article, “Why Are Compensa- 
tion Costs Soaring?” most inter- 
esting. If they are available. we 
would like to obtain 16 additional 
( opies of this article. 

R. A. WALKER 
Safety Division 
Union Carbide & Carbon Corp. 
Cleveland. Ohio. 


EDITOR: 

Your recent edition of Occu- 
PATIONAL Hazarps of April 1956 
had two articles which I would 
like to obtain reprints of, or two 
opies of the entire magazine. The 
articles are: ““Management \re 
You Being Misled by Faulty 
Arithmetic?” and “Why Are Com 
pensation Costs Soaring?” 

I would greatly appreciate your 
assistance in this matter. 

J. J. O'Driscow., Jr. 

Explosive Safety Engineer 
U.S. Naval Ordnance Laboratory 
Silver Spring. Md. 

These were typical letters re- 


garding our April issue. 
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Correspondence Course 


In Safety Now Available 0 | TTT TIM TC TELTTin ne ia 
THe Industrial Safety Associatio, N W 


@ Pangborn Dust Collector that 


of Iowa, made up of both full 
time and part-time safety engi- 
neers, has developed a correspond- MAI NTAI NS of e) NSTANT 
ence course for plant supervisors . 
outlining their relationship — to 
‘i OPERATING EFFICIENCY 
The course is offered through nd 
the facilities of Iowa State Col- se . ~ 
lege, Ames, which handles all 
grading and correcting of papers 
and which will issue a certificate 
of completion as each student fin- 
ishes the work satisfactorily. 
Enrollment in the course is be- 
ing held to 200 students at the 
present time. The state has been 





divided into districts, and a full- 


DUST DEPOSIT }} Traveling mani- 


| Se a | “ fold allows con- 
to provide liaison between stu- | . 

| 

| 

| 


time engineer has been assigned 


J } 4 — : ft " 
: Cj IP a ae | tinuous operation 
dents and college, and to help in- on y |e | 
: CLEANED PY Ra ee at constant peak 
AIR LJ yt oe , a 

— il efficiency 

ry SN \° ‘ ~ 
OUST LADEN AIR FLOW 


dividual plants upon request. 
There are three sponsors for 
the course: the Industrial Safety 
Association, the college, and the COLLECTOR IN OPERATION 
Iowa Manufacturer’s Association. CENTER ROW CLEANED BY REVERSE AIR FLOW ||. 
The fee is $20 per student. 
Inquiries should be sent to the | 
Industrial Safety Association of 
lowa. 611 Central National Build- 
ing, Des Moines 9. 


NORMAL FLOW BLOCKED 


BY MANIFOLD DIAPHRAGM 
y CLEANED BAGS 
3 





DUST DEPOSIT 
TRAVELING MANIFOLD OLAPHRAGM 


Fr MANIFOLD 
ve Safety Courses MANIFOLD IN OPERATION 
For Pennsylvania Foremen 











FOREMEN in scores of manufactur- : 
ing industries throughout Penn: New Pangborn Self-Cleaning Collector offers con- 
sylvania are going “back to tinuous automatic operation, constant air volume 


school.” Their course of study— 
safety and accident prevention. and suction, uniform air flow resistance at low cost. 
Close to 1.000 foremen are en- 
( > striz Si » . ces 
oman i yes oe O MAINTAIN constant efficiency, the Pangborn Self-Cleaning 
cated Metin Wn Collector combines the proved efficiency of the cloth screen 
siacenailitlian ahieteian sunt; Riel tat ails collector with continuous automatic operation. 
ber plants in many parts of the A manifold with integral blower slowly traverses the clean air 
dei, “Om Sinaia: demanii: ain outlets of the screen frames. Covering three rows of screens at any 
fundamentals of accident preven- given time, it applies a reverse air current through the center row 
Seen tn: cdi tae cin etal, to remove collected dust from the cloth surfaces. The result is 
satin tent tin i hk constant high collecting efficiency and continuous operation— 
snthin the Comte wine latewedtinn. shutdown of the system for periodic cleaning is eliminated. Be- 
dei: Dinan. any tine wikettiuted cause of design simplicity and unit construction, this unique 
fe eetilndilies. collector requires lower initial, operating and maintenance costs 
In a follow-up course of six as well as less floor space than comparable collectors. 


monthly classes on “human factors For full details, write for Bulletin 915 to PANGBORN CorpP., 
in safety,” foremen are taught to 3800 Pangborn Blvd., Hagerstown, Md. 

apply their leadership abilities to 
the task of accident prevention. 


The courses are of such value and | >orn 

popularity that in many concerns 

the “bosses” sit in on the film and Cc o NT w oO LS DU ST 
discussion programs. @ ® 
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Compact, convenient, accurate 


Operates on a single flashlight cell 


Weighs only 2 pounds 


Beta or gamma by twist of a knob 


Two ranges:0-25 mr/hr, O-1 r/hr 


Accessories to multiply or divide 
both ranges by 10 


Curtiss-Wright 


RADIAMETER 


The Curtiss-Wright Radiameter is a 
radiation survey meter designed especi- 
ally for health physics and industrial 
hygiene applications. Using a unique 
inverted triode circuit, it performs func- 
tions usually requiring two instruments 
The lower scale provides high sensitivity 
for decontamination monitoring. The 
high scale measures stronger radiation 
fields usually requiring an ionization 
chamber type instrument. 

Where other radiation survey meters 
require several expensive and hard-to- 
find batteries, the Radiameter is powered 
by a single inexpensive flashlight cell. It 
is easy to handle and slips readily into a 
suit coat pocket. 

Having the appearance of a light meter 
or camera, it attracts minimum attention 
from plant personnel during safety 
checks. The one-piece cast aluminum 
case is light in weight, but extremely rug- 
ged and waterproof. The Geiger tube or 


battery may be changed in seconds and 
without tools. Controls are simple, even 
for non-technical personnel, and the 
meter is easy to read. 

Accuracy is +10% of full scale on 
both scales for energies from 50 to 1,200 
kev. The Radiameter is useful for moni- 
toring energies as low as 15 kev. In the 
presence of radiation of high intensity, 
the instrument does not overload but 
continues to read off-scale. It can be 
zeroed even in a strong field. Its fast 
response permits monitoring x-ray in- 
stallations turned on only momentarily. 
Battery life is long—approximately 140 
hours. 

Available accessories include a probe 
to multiply sensitivity by 10, a tube to 
divide sensitivity by 10, an alpha tube, 
a radium calibration source, a push- 
button on-off switch, and an attractive 
leather carrying case. Write for details. 


Component and Instrument Sales Department 


ELECTRONICS 





CURTISS: Te 


DIVISION 





CORPORATION + CARLSTADT, N. 
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Accidental Deaths 
On the Upgrade 


ACCIDENTAL deaths in the 
States last year 


United 
jumped about 
2.000 ahead of accidental deaths 
in 1954, according to statisticians 
of the Metropolitan Life Insur- 
ance ( ompany., 

That brought the total to about 
YQ? OOO for 1955. 

The increase was chiefly due 
to automobile accidents. which 
could be charged with approxi- 
35.500 deaths—2.500 more 
than in 1954. More than 40% of 
all accidental deaths were due to 
vehicle 


mately 


accidents. 
Injuries that arose “out of and 
in the course of employment” 
to use the familiar expression of 
compensation caused 
perhaps 14.000 deaths. That was 
almost 
1954. 
The home continued to be dan- 
Fatal injuries there ac- 
counted for 27,000 deaths. For- 
tunately, that was an 


attorneys 


exactly the same as in 


rverous, 


improve- 
1954 record. 


accidents” 


ment over the 
“Public 


motor 


other than 
vehicle accidents 
ings, for example took 
lives in 1955. © ® 


drown- 
16.000 


Watch Out for 

Kidney Punches! 

“MANY industrial workers are be- 
‘kidney 
National 


ing incapacitated by 
states the 
Association. 
‘These body blows,” the Asso- 


ciation continues, “have been out- 


pune hes,’ 


Chiropracti: 


lawed by boxing because they are 
particularly damaging. Long ago. 
fighters learned these punches, de- 
livered to the small of the back. 
kidneys, quickly weak- 


opponent and brought 


over the 
ened an 
about a serious physic al deteriora- 
tion.” 

The Association points out that 
some industrial workers aren’t so 
lucky as 


hammer! 


boxers, and lists air- 
operators, earthmoving 


equipment operators, locomotive 
engineers, and truck drivers among 
those who suffer from the modern 


version of the kidney punch. @ & 


JULY 1956 @ OCCUPATIONAL HAZARDS 


rad SHIM 








a — 
ewe ewes eo ww © 


- 
~~ 


1 Of the ellow 


2 sole has a special sales 


ng easier 


f duPont Neopren 


RESISTANT TO 
OILS, HEAT, 
ACIDS, CAUSTICS 


REGULAR OR 
EXTRA WIDE 
CONTOURS 





NEO-CREPE bray NEO-COMP. NEO-NUCLEAR NEO-SUPREME | NEO-CORK 


“Sell ‘em the shoe with the Sole for the job" 
Gro-Cord offers the only complete line of industrial GRO-CORD RUBBER co 
° 


workshoe soles that enable you to assure workmen of 
‘ LIMA, OHIO 
greater satisfaction through comfort—safety and longer 
wear, regardless of job conditions. Get acquainted with aig 
Caneden 
the complete line of Gro-Cord soles and heels, today! GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 
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&- the quill prstestion, 
Gh eC 
in protective clothing 


Does your plant have spark 
and flame hazards? If so, your 
workers are safer when they wear flame 
resistant clothing manufactured 
of ARISTOCRAT PERMAPROOF 400 
cloth. Here, at last, is the fabric that 
combines the cool comfort of light weight 
cotton with full protection in safety 
clothing. The Permaproof finish, a flame- 
proofing compound, developed by Trees- 
dale Laboratories, is non-toxic, mildew 
resistant, and finished cloth will outwear 
untreated cloth 3-1. ARISTOCRAT 
PERMAPROOF 400 can be laundered re- 
peatedly without losing its flame resist- 


ant value. 





Send for a sample patch and the com- 
plete story today, of the latest addition 
to the ARISTOCRAT LINE. 


Producers and Distributors 


COOLEY INC. 


401 Broadway New York 13, N. Y. 
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These 
arent 
ordinary 


/ 








HIS TITLE probably made you do a “double-take.” 

But if you are among the several thousand plants 
in the United States that are now authorized to 
use radioactive materials in their laboratories or pro- 
duction processes, you will, like many others, have 
been troubled by the contamination of concrete 
surfaces. 

Liquids, particularly, have raised problems. Spills 
and drips sometimes 
have been unavoid- 
able and radio- 
active liquids can 

A PLANT contaminate con- 
HOUSEKEEPING 
FEATURE 


crete to the point 
that decontamina- 
tion is next to im- 
possible. 


Paraffin protects 
them against radioactive 


liquids 


Prevent 


Contamination 


of Concrete 


Salo of the Radiation Laboratory, Uni- 


Albert E. 
versity of California, Berkeley, has come up with an 
idea for preventing this difficulty. It’s an idea developed 
for the Atomic Energy Commission, and is now pre- 
sented here with the blessing of both the commission 
and the university. 

Salo’s solution is this: 

\pply molten parafhn to the clean concrete surface 
after heating the surface to about 500° Fahrenheit. 
[he paraffin will penetrate to about one-fourth inch, 
may go as deep as three-fourths inch. The pore spaces 
in the concrete are sealed when the paraffin cools: 
absorption of radioactive liquids is greatly reduced: 
decontamination is made comparatively easy. 

The concrete surface should be prepared by acid 
etching and wire brushing. A thorough rinse with 


Continued on page 51 





DOW CORNING 


7-7 make safety 
more comfortable to 


LEATHER PROTECTED WITH SYLFLEX. 


@ keeps water out and still permits 
the breathing action necessary 
to good foot hygiene. 


@ resists chemicals and other cor- 
rosive substances. 


@ stays soft and flexible — keeps 
feet more comfortable. 


@ makes safety shoes wear much 
longer. 


*T. M. Dow Corning Corporation 


Here’s proof of SYLFLEX performance 


After 6 weeks of exposure to hydro- 
chloric acid in a chemical plant, the 
work shoe at right is ruined. Shoe 
made of leather treated with SYLFLEX, 
at left, is just beginning to show 
signs of breakdown. 


Quon 


HLPLEX,«:.-. 


safety shoes extra 
protection « comfort 


These leading manufacturers offer safety shoes of 
Sylflex tarined leather. 


* Iron Age Division — H. Childs & Co., Inc. 
* Thom McAn Division — Melville Shoe Corp. 
* Lehigh Safety Shoe Co. 


— Division of Endicott Johnson 
* Hy-test Division — International Shoe Co. 
* Record Industrial Co. 
* Holland-Racine Shoes, Inc. 
* Milwaukee Shoe Co. 


DOW CORNING SILICONES HELP YOU 
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SIGHT SAVERS 


keep safety glasses 


clean and safe 


Install Sight Saver Cleaning Stations 
at convenient locations 
throughout your plant and offices 


(value $2.50 ea.) ah EE with your 


purchase of Sight Saver Tissues. 


Distributed through leading 
Safety Supply Houses. 


frst in silicones WAR MS 
PUT SAFETY FIRST! W5uigutyi 


Midland, Michigan 


Sight Savers are the silicone-treated tissues 
known and preferred by millions as the easiest, 
most efficient way to clean and polish eye 
glasses. Put Sight Savers at everybody’s finger- 
tips—they wipe away the best excuse ever given 
for not wearing safety glasses . . . improve 
morale and efficiency. 


¢ Compact, space-saving—overall size 3’2 x 8”. 
* Easy to install—either screw or adhesive mounting. 


¢ Easy to use—no fuss, no fluid—dispenses just one 
ready-to-use 3x7” tissue at a time. 


¢ Easy to maintain—just insert new refill of Sight Saver 
No. 65 tissues as needed. 


* Attractive looking —steel construction, fool-proof 
mechanism. 


¢ Available in 3 colors—safety green, white and black. 
DIRTY glasses are DANGEROUS * CLEAN glasses reduce accidents, 


improve workmanship * SIGHT SAVERS KEEP GLASSES CLEAN 
AND SAFE. 
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SPEED 
ZONE 
AHEAD 


DE-683P 














INDUSTRIAL 
TRAFFIC |: 


EQUIPMENT 
WORKING 














DE-637P 
















































































"FOLD-AWAY” TRIPOD Sign 
4 \ 


Protect them . . . with 
STONEHOUSE TRAFFIC SIGNS 
INDUSTRIAL TRAFFIC . . . with its numberless trucks and other For Accident Prevention 
automotive vehicles, CAN be controlled and made safer for Just a few of these signs are shown here. Many more are 
everyone available, in stock or special wordings, for prompt shipment. 
@ Send for Stonehouse Industrial Traffic folder. 


none It’s new, complete . . free on request. 
faa SIGNS, inc, e Stonehouse Bldg., 9th at Larimer ¢ Denver 4, Colo. 


MANUFACTURERS == "Signs Since 1863” 
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Smart use of an employees’ magazine can 


=> 


EXIE B. HARPER, manager of safety for the Illinois 
| Pee Railroad, Chicago, recently came up with 
some concrete examples of what to watch out for if 
your company operates its own rail system. But 
they're the kind of accidents that might very well 
trouble you even if your plant is miles from the nearest 
siding. 

That Lexie Harper is doing his job well, and that 
the Illinois Central experience has a mighty strong 
lesson for others engaged in heavy shop work and 
heavy material handling operations, is attested by such 
lost-time injury records as these: 


Illinois Central 
Department 
Burnside Shop 
Centralia Car Shop 
Johnston Car Shop 
McComb Car Shop 
Average for all divisions and 


departments 


From this point on, let Harper tell his own story. 
It’s the story of actual accidents—or injuries that need 
never have occurred. And it’s the story of what action 
to take to prevent such injuries from happening in 
your own plant, on your own company railroad, 


the handling of car wheels by 
Jerable hazard; but the job car 
the proper precautions are taken. 


helper should have been very caretu 


e wheel from becoming overbalanced while 


g 
handled, and kept all parts of his body 
avoid being struck if the wheel should 


na off, the engineer of a freight train 
his train out of a siding. Due to the 
train on a nearby track, the con- 
tanding on the rear platform of the 





Some company railroads are a half mile long— 


others are a hundred times that 
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All three of these short case histories point up one 





A aa ian na ances rm moral that’s as familiar as taxes to most safety men: 
human failure, not machine failure or lack of guard- 

€quirina backup movement<« that v ee ing, ts responsible for the great majority of accidents 
The problem, then. is a simple one to state, but a 

: “ee eae hard one to solve: whether vou run a railroad or a 
machine shop, a fleet garage or a construction project. 

v, you have to drill safety into your workers until they 

; iutomatically use safe methods in their jobs. 

} Lexie Harper used the //linois Central Magazine, 
which goes monthly to all the road’s employees. to tell 
about these and other accidents—-and to tell how the 
injuries could have been prevented. Its a method 

Dé we that other safety men. too. have found very effective: 

e la its an idea you in easily turn to your own 
nN | 4 T T f . needs, ee 








’ It's here — the “Oil-X Suit’ — scientifically de- 
signed and made especially for protection 


against all petroleum products. They can’t eat 


away or destroy this suit. It's double-coated, in- 
— side and out, with neoprene. Impervious —so oil 


products can’t seep through and irritate skin. 


ih Can be laundered or dry-cleaned. Available in 
i————> _ OR You j yellow or aluminum. Look into new “Oil-X Suits’ 
8 


for your men now! 













STEEL-TOE WORK SHOE 
e black ‘‘Royal-Tuff"’ finish 
e steel shank, tempered 
rubber outsole NEOPRENE 

SHORT BOOT 
e maroon e cleated 
outsole e ‘‘Shock- 
proof’’ insole 
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FOOTWEAR 





wate tete.t%%¢& | U.S. INDUSTRIAL RAYNSTERS® 
| U.S. ROYAL RUBBER FOOTWEAR 


United States Rubber 
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THESE ARTICLES WILL 
SAVE YOU MONEY 


This is the last of three articles 
on what has been called by one 
New York authority “the biggest 
single problem that we have fae- 
ing us under the workmen’s com- 
pensation law.” The articles are: 
1. “How It Stands Today” 
(published in March), on 
the compensation aspects of 
the noise question. 
“Effects of Noise on Man” 
(published in May), cov- 
ering what noise can do to 
the individual. 
“What You Can Do About 
It’-—a suggested program 
for muffling unwanted 
sound, 
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PROBLEM 


What You Can Do About It 


NO ACUTI has the noise problem be ome in industry 
that at least a dozen different trade groups are 


hard at work trying to find out just how their members 


can best meet the need for muffling what has been 
defined as “unwanted sound.” 

As the State Medical Society of Wisconsin declared 
in special recommendations published for its members 
in June 1954, it’s impossible to prepare a standard 
blueprint for industry to follow in eliminating or re- 
ducing noise, and in eliminating or even reducing 
hearing loss among employees. All the same, definite 
steps can be taken to protect your workers against 
deafness produced on the job, and your company 
against compensation claims and production losses. 

The Wisconsin recommendations pretty well follow 
those set out by the Subcommittee on Noise in Industry 
of the American Academy of Ophthalmology & Oto- 





‘Authorities insist on pre-employment hearing tests” 





laryngology. which represents hearing and speech 


specialists throughout the United States. 
The recommendations break down an = anti-noise 
program into three parts: 


1. Evaluation of employees’ hearing ability, 


2. Measurement of plant noise. 
») 
oO. 


Reduction of plant noise levels. 


Universally. authorities insist on pre-employment 
hearing tests. The present ones leave something to be 
desired. even under the best conditions, simply because 
they don’t go far enough: but they’re the most effective 
means for determining how well an individual can 
hear. The tests do fall short of telling why an indi- 
vidual doesn’t have normal hearing. 

Audiometers are essential to the tests. These in- 
struments put out what is called a “pure tone” at 
different intensity levels: that is, they produce given 
tones that vary from quite loud to very soft. 

The individual beine tested listens to the sounds 
through earphones. The test covers each ear separately. 
by putting sound into first one earphone. then the 
other. Results are recorded on audiograms. See 
Figure 1. 

One minor problem has developed in audiometer 
testing: the examiner, from outside the testing booth. 


usually watches the one being tested for hand signals 


as to whether or not he’s hearing a particular tone. 
Some people. realizing this fact, respond by giving 
signals when the examiner's eyes glance up from the 
audiogram sheet. even though they don’t hear the tone. 

To avoid this kind of false report. at least one com- 
pany has instructed its nurses never to look at the 
i light 
signal which responds to a switch controlled by the 
individual inside the testing booth. 


employees being tested. Instead. nurses watch 


Self-testing devices now being developed get away 
from the problem by automatically recording the 
audiogram, as the “testee” pushes a control to indicate 
he has heard a tone in one or both earphones. 

It's important that the ears be tested separately. 
Often. the worker will be able to hear well with one 
ear, but not with the other. Often. he can hear better 
with both ears than with either one separately. If this 
isn’t clearly established by the first audiometric test. 
the employer has no defense against a claim for hearing 
loss. 

Other tests for hearing capacity have been devised. 
too. There are lists of words to be used in determining 
how well the individual can understand speech. There 
are tape and wire recorders of several types. each with 
its particular advantages and specialized purposes. 
Word lists and recorders 


supplement audiometric 


NOISE affects man in many ways. Yet, as Dr. Aram Glorig, director of research for the Subcommittee 
on Noise in Industry, has told Occupational Hazards: "| have spent considerable time in over 150 de- 
cibels, and with ear protection | noticed no untoward effects.” 





HOW 


about 111 decibels 


industrial noise. 


EFFECTS Ar Aut 


Disturbance . 21 22 


Nausea .. 11 
Ll ae : 12 
Pain ; 6 
Irritation . 30) 
Distraction ....... 27 
Dizziness .. 15 


Nervousness 


Potal reactions 





DOES NOISE AFFECT 


Dr. H. G. Miller reported these results for studies made of 48 young men 
with normal hearing at Pennsylvania State College. The men were ex- 
posed to sound ranging up to 6,000 cycles per second and held steadily at 


in other words, a loud racket, typical of much 
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MAN? 


Fett Some- Fecr Quire Fevr a Great 
A Bui Dear 
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FIGURE 1. This sample form for recording an employee's 
hearing ability has been worked out by the State Medical 
Society of Wisconsin in connection with the society's 
recommendations for industrial hearing conservation pro- 
grams. An audiometer is shown at the right. 








tests, and generally are most useful in the hands of 
physicians and fully trained hygienists. 

It's amazing how fast a worker's hearing can change. 
Dr. D. A. McCoy, writing in the Archives of Vto- 
laryngology (April 1944), revealed that shipyard 
workers showed a hearing loss, on the basis of audio- 
metric tests, within a month after they took their jobs. 

\ worker may regain a part of the hearing he loses 
as a result of exposure to 
the chances are that he'll never 


id industrial noise: but 
ike up the entire loss. 
Because of these factors—the rapidity with which 

some noises may affect hearing d the un ertainty ol 

regaining all lost ground ever removal from a 

noisy environment—it’s imperative that audiometri 

tests be taken regularly. perhaps ¢ six months and 
certainly every year. 

When an audiogram indicates that an employee 
has begun losing some of his hearing, he can be 
transferred from the noisy area 1 quiet one. The 
move may prevent, in the long run, both a claim for 
occupational hearing loss and the loss of a skilled 


production worker. 


Test rooms needed 


One point is vital: no hearing test should be made 
in a noisy area. Dr. Aram Glorig. now director of 
research for the Subcommittee on Noise in Industry. 


has recommended that any room used for hearing 


FOUR INSTRUMENTS for measuring and analyzing indus- 
trial noise are combined in one in this new electronic 
device shown being used to take sound pressure level 
readings at a punch press. The press operator is wear- 
ing one type of ear muff. 


e | HE SPEAKS AT 80-83 ab | 
= | 


|HE HEARS| AT 66169 90 | 


AVERAGE POWER of human speech is 80 to 83 
decibels. A whisper may measure only 40 deci- 
bels, while very loud talk may run to 100 decibels. 
Since sound waves lose their pressure as they 
spread, normal speech will be heard at a range 
of 66 to 69 decibels when the speaker is not 
more than two yards away. 
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NOISE LEVEL — DB 


20 75 150 300 600 1200 2400 4800 
75 150 300 600 1200 2400 4800 10,000 
FREQUENCY BANDS 


FIGURE 2. Curve A represents the noise level when ex- 
haust air from a machine is discharged directly into the 
atmosphere without muffling. Curve B shows the usually 
accepted ‘danger level’ in decibels for noise at differ- 
ent frequencies. Curve C points to the noise level after 
the exhaust air opening of the same machine has been 
muffled. The shaded area indicates how much noise is 
eliminated by the muffler. 


tests should hold the noise level down to 50 decibels 
or less. 

To accomplish that in many plants means, of course. 
the use of “soundproof” rooms—rooms which aren't 
actually soundproof, but which are well enough in- 
sulated that the noise level inside is kept under the 
maximum mentioned by Dr. Glorig. 

Some types of these rooms are portable; they may 
be set up and taken down without much trouble. That's 
a big advantage in operations that cover several small 
plants, or where the presence of a permanent testing 
booth may interfere with production or overcrowd 
dispensary facilities. 


Take sound measurements 


Learning what the hearing capacity of your workers 
is doesn’t prevent hearing loss claims, however. It 
helps (through the job transfers we mentioned), but 
its chief job is to give you protection in case a hearing 
loss claim does arise. The task of prevention is a 
problem for sound engineers and your own plant staff. 

First: measure noise levels. In most plants, that’s 
not too much of a job, given the right equipment. 
Frequently, the state Board of Health, the Industrial 
Commission, or a firm of sound engineers will do the 
work for you. 

It's a good thing, even if you call in outside people, 
to have a noise meter of your own. After all, the noise 
level the specialists found in your machine shop last 
March won't necessarily be the noise level that exists 
there this July. It may have been under 80 decibels in 
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NOISE }\/STOPPERS 


nsul Chemical Company, Marinette 

Wisconsin, called in engineers from 
the state Board of Health to survey its 
noise problem. The engineers found three 
places in the plant where noise rose above 
90 decibels — held by most authorities to 
be the danger point for hearing loss. 


Remedies in all three cases were simple 
but ingenious: 


|. At the end of the leakage test made 
on dry chemical fire extinguishers, com- 
pressed air rushes through the extinguisher 
nozzles with a high shriek. The sound 
measured 108 decibels, A foreman ran a 
hose from an ordinary automobile muffler 
through a window and outside the plant. 
The compressed air was released into the 
muffler, and the noise was carried on out- 
side. 


2. In the hydrostatic testing area, a lot 
of noise was built up by vibration and re- 
verberation when the bottom castings of 
extinguisher cylinders were tightened. The 
tightening operation was enclosed, which 
eliminated the reverberation; and the jig 
was remounted to reduce vibration. 


3. The sudden release of steam to heat 
water in a plating room tank produced 
noise rated at 100 decibels. The sound was 
cut to a safe level by using a smaller steam 
line and cracking the valve slightly, so that 
the tank would always be partly heated 
and less steam would be required to bring 
it to the necessary temperature. 











AN IMPACT noise analyzer was used to secure this 
oscillogram of noise made by a smail drop hammer. Each 
horizontal scale division represents 10 milliseconds. Ver- 
tical lines show how the noise hits a high peak (120 
decibels) just after impact, then gradually dies. 


March: if vou’ve installed new machines or begun 
work on new contracts, the sound pressure rating may 
have risen to a dangerous 100 decibels or more. A 
measuring instrument helps you keep constant track 
of these changes—tells you right away when something 
needs to be done about the noise problem. 

There are many types of these instruments. 

Sound-level meiers register the decibel pressure 
rating. They are particularly useful for making rough 
surveys of plant noise. In areas where high sound levels 


are found. additional instrumental readings should be 


taken. 

Among the other instruments used for measuring 
noise are sound-level calibrators. sound analyzers. 
iransistor oscillators. audio frequency spectrum. re- 
« orders. frequen \ response rec orders. ind Ost illo- 
scopes, Each serves a specialized need. and it would be 


impossible to outline all their uses In any 
\ 


limited space. 
‘oO matter what ty pe quip nt is used for 
analyzing and measuring nstrument should 
be monitored whenever with earphones cov- 
ered with noise-excluding n ~ Microphones do odd 
things: sometimes they pick up and transmit vibra- 
tions that have no real relation to 1 e ven translate 
air currents into registration f sound. Microphones 
are especially apt to misbehav { icinity of elec 
trical machinery or transformers 

Six steps are recommended fo1 measure- 
ments: 


1. Measurements should be taker normal ear 


level of workers. If they work sittine down or do con- 
siderable stooping, take that into consideration. 

2. All noise sources should be identified: measure- 
ment positions should be chosen at representative 
working distances from these sources. (“Measurement 
positions” refers to the places the microphone of the 
instrument is set. ) 

3. The microphone should be put in several different 
places about the noise source. That’s because the 
source may throw off more noise in one direction than 
it does in another. 

lL. The microphone should be moved toward and 
away from the noise source. Sound-pressure levels vary 
i lot over comparatively short distances, and some- 
times may be higher when youre several teet away 
from the noise source than they are when vou’re right 
beside it. 

5. Other areas may absorb some of the sound: for 


FIGURE 3. Resilient mountings and wire mesh guards will 
slash the noise output of many machines from dangerous 
to safe levels. 





UU 


























FIGURE 4. Noise from gang punches, which often runs 
above the 90-decibel safety maximum, can be reduced 
by staggering the punches. A rake, which lets the punch 
slice through metal, may be added on the face of the 
punch as an extra means of silencing production opera- 
tions. 
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that reason. don’t let a measurement in one pl ice fool 
you into thinking that it’s the average measurement. 
or the maximum noise to which your workers there 
may be exposed. 

6. Try to take measurements while workers are on 
the oh, The men themselves have some effect on the 


sound field in which they work. 


s | 


o now vou have records of your employees’ hearing 
ability and of the sound levels in vour plant. What 
then ? 

We couldn't cover every possible noise-reducing 
method. We can only provide a few of many specifi 
suggestions. If youre in doubt as to what can be 
done to lower the noise level in your plant. ask sound 
eneineers to make a thorough survey and to make 
detailed recommendations. 

Last vear. at a symposium on industrial noise con- 
ducted by his firm for West Coast plants, Thomas 
Soule. chief safety engineer. Industrial Indemnity 
Company. emphasized the fact that in any anti-noise 
program “the first consideration should be to control 
noise at its source. If this is not feasible, attempts 
should be made to isolate or absorb the noise.” He 
came up with these examples: 

KF Punch presses fastened directly to the floor 
transmit low-frequency noise throughout the plant. 
The noise can be reduced by setting the machines on 
anti-vibration mountings made of cork or soft plastic. 
lastenings between the presses and the floor should not 
come in contact with the machine frames. 

& Solid metal cuards over machine belts are best 
replaced by wire mesh guards. That cuts the area of 
vibrating surface, and helps reduce the machine noise. 
See Figure 3. 


& When gang punches are used. the noise can be 


spread over a wider time interval by staggering the 


pune hes. A rake can be placed on the face of the 


punch as an additional measure: the rake lets the 


punch slice through the metal instead of punching 


through it—-punching produces an impact noise that 


often rises above the danger pont of 90° decibels. 
[ee Ficure | 
The Wakefield Company, Vermilion. Ohio. found 


that punch presses in a recently completed addition 


built up both primary noise and noise echoes to the 


‘s complained. 
Acoustical baffles were used to cure the ditheulty 


point that en 


alone with at r exhaust muffler that eliminated the 
high-pitched shriek of compressed ir from some 
machine ei =. 

The baffles were 
ceiling, so that sound waves entered them from both 


sides. In additio 


stretched room-wide across the 


acoustical insulation was installed 
on part of one W il. to eliminate echoes from the hard 
masonry, Plant eneineers told OCCUPATIONAL HAZARDS 
in April that the plan had worked well—-noise died 
immediately after press impact. 

The air exhaust muffler (which is adaptable to any 
type of air-operated machine) eliminated one of the 
most penetrating noses to afflic tany shop. 1 his muffler 
easily installed on existing equipment, cuts the racket 
of escaping air from an ear-piercing 120-decibels to a 
comfortable 70 decibels. See Figure 2. 

In many instances, constructing a partial acousti al 
enclosure around a tioisy machine or machine oper- 
ation will reduce the sound pressure level by anything 
from three to 15 decibels. Some plants have gone so 
far as to isolate noisy operations within full enclosures: 
this has reduced seund pressure levels in the entire 
area by as much as 40 decibels. 

Portable 


sound-absorbing screens are available. 


These can be set up around single machines, or to 


close off quiet areas. The screens are helpful unde 
many different “onditions—especially so when plant 
floor arrangements must be altered frequently. 

The American Cyanamid Company. Bound Brook. 
New Jersey. reported at the 1955 noise conference 
sponsored by the Associated Industries of New York 
State that a hammer mill which had been producing a 
“noise similar to that of a siren” was silenced to safe 


levels by two simple methods: 


WITHOUT acoustical baffling of some kind, up to 95% of the noise reflected from a machine 
will hit the machine operator. After baffling, the reflected noise heard by the operator 


may be cut to as little as 5%. 


Reflected noise often is enough to send decibel pressure 


ratings above the safe level of 90. 
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GIVE YOUR 
WORKERS 
THE BEST EAR 
PROTECTION 
AVAILABLE... 








Why FLENTS Are The Solution To Your Noise Problem: 


@ FLENTS Anti-Noise Ear Stopples are smail @ Because FLENTS mold easily to the contours 
pliable balls of cotton, scientifically impreg- of any ear canal, it is unnecessary to spend 
nated with special waxes. They completely valuable time fitting them to personnel. 
close the ear with an air tight seal... yet 
permit conversation to be heard. @ No hazards to ear from explosions. 


A 100% rating, scored in competitive 
underwater tests prove FLENTS completely 
watertight! 


@ FLENTS provide highest attenuation. 


@ Extreme low costs make FLENTS disposable 
@ FLENTS maintain a constant seal. after use. 





RECOMMENDED BY LIABILITY INSURANCE COMPANIES 


Some Of the Firms 
That Use FLENTS Now... 








ALLISON DIV. OF GENERAL MOTORS ace 

CARBIDE & CARBON CHEMICALS CORP. 4 ... this list runs on and on — and serves to 

(CUMMINS ENGINE CO. point out the confidence in FLENTS held 

DOUGLAS AIRCRAFT : al . 1927! 

DOW CHEMICAL COMPANY 2y sO many industrial users, since ! 

GENERAL ELECTRIC CO. 

LOCKHEED AIRCRAFT : 

NORTH AMERICAN AVIATION, INC. In the best interests of your firm and employees, 
NORTHROP AIRCRAFT, INC. investigate the use of FLENTS, without delay! 
REPUBLIC AVIATION CORP. 

SCOTT PAPER CO. 

UNITED GAS PIPE LINE CO. 
ond GOVERNMENT AGENCIES 


FREE... Test FLENTS in your own plant. 
Send for Free samples today. 


PRODUCTS COMPANY, Inc. 
Dept. 0-76 103 PARK AVENUE - NEW YORK 17, N.Y, 


* Reg. U.S. Pat. Office 


Circle No. 26 on reader service card for more information 
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Continued tr 





First, the mill was slowed from 
7.000 r.p.m. to L500 r.p.m with- 


out sacrificing any production. 


That alone cut sound pressure 
ratings from 106 to 96 decibels. 
and lowered frequency from 1.220 


cvcles per second to 930 

Second, an enclosure was put 
around the mill. It was built of 
half-inch with 


acoustic tile. A door was provided 


plywood — lined 
to let maintenance work be done. 
The sound pressure level was cut 
to 86 decibels. 

The Dow Chemical ‘| 
Allvn’s Point Division. 
Ferry. Connecticut, had 


ompany 

Gales 
trouble 
with the noise generated by nine 





THIS GIANT noise suppressor, dem- 
onstrated publicly for the first time 
last January, is used by Republic 
Aviation Corporation, Farmingdale, 
New York, to cut the noise from jet 
engines by 23 decibles—a 75°%o re- 
duction in noise intensity. Jet engine 
racket is becoming more and more 
of a problem nationally as the air- 
craft industry and associated plants 
and laboratories expand further into 
the jet field. 


plastic strand cutting machines 


which were used for pulverizing 
polystyrene. 


The nine machines were oper- 


Building design enters into the 
oie problem in a bie way The 
America 


screw machine products plant at 


\luminum Company of 


Lancaster. Pennsylvania. 


opened 


out at 
east 1.200 rivets per minute. It’s 


ibout two years ago, turns 
1 Holsy operation normally vet 
\leoa does the job without any 
sound problem at all. 

The new plant has no windows. 
Consequently, sound transmission 
through glass is reduced. At the 


same time. sound absorption is in- 


creased by the extra wall area, 
which is faced with two-ineh-thick 
elass fiber board protected trom 
damage by corrugated aluminum 
siding. Around the screw machines. 
this building design helped reduc e 
15 decibels, which 


amounts to a 60% ° cut in terms 


noise by about 


of the effect on the workers. 
Included in the matter of build- 
ine design is the flooring. That in 
itself can spell the difference be- 
tween annoying 


even dangerous 


Continued on page 69 
































LOW COST way to make your factory 


NOISE - sare 


“" Bemis TRANSWALL 


Reduce Factory NOISE 


as much as 22 Decibels 


NOISE IS COSTLY . . . control it with 
TRANSWALL. Here’s the new low cost 
sound barrier that isolates noisy areas 
anywhere in your factory, yet readily 
retracts for materials movement. 
TRANSWALL is flame resistive for safety. 


TRANSWALL SOUND BARRIER INSTALLA- 
TIONS are custom engineered by quali- 
fied acoustical contractors. Some 
installations show direct reduction of 
22 db in “‘open”’ and “‘closed’’ read- 
ings; even more in “‘before” and “after’’ 
readings. TRANSWALL is particularly 
effective in stopping higher frequencies. 


TRANSWALL is easy to install. Nylon 
rollers support the curtain in overhead 
track. Layouts may be readily changed 
to suit new floor plans, yet noise re- 
duction is great enough to make 95% 
of factory areas noise-safe. 






























ating at something like 107 

decibels. Installation of 312 alu- y, 

minum sound-absorbing boxes, Anns 

hung in strategic places from the ISLAND CORNER OFF-THE-WALL | CURVED TRACK 
a : , ENCLOSURE ENCLOSURE ENCLOSURE ENCLOSURE 

plant ceiling, cut this over-all noise straight or 2 straight 3 straight single 

level to 96 decibels curved tracks. curtains. curtains, curtain, 

















Acoustic stock tubes have been 
used successfully on 


MAIL THIS COUPON TODAY! 


BEMIS BRO. BAG COMPANY 
610-J So. 4th St., Minneapolis 15, Minn. 


Gentlemen: Please rush me complete information on TRANSWALL, 
including actual Case Histories of noise-safe installations. 


many 
machines. An 


types 






A TRANSWALL curtain 20 ft. 
wide retracts to only 2 ft.! 


gg ee" 


Armour 
Research Foundation report indi- 
cates that the tubes cut decibel 
ratings (at 2.400 to 4,800 cycles 


of screw 














a NAME 

per second) from about 90 to as —__ 

little as 44 when screw machine ADDRESS 

noise was measured under labora- city ZONE___STATE__. 











tory conditions. Circle No. 27 on reader service card for more information 
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This plant has learned to 


COMBINE FIRE 


(ie FIRE broke out at 5:35 one morning in a room 
called “fire resistant.” Before it was over. S90.- 
000 in damage had been done. Even for Thompson 
Products. Inc.. which employs about 12.000 at its 
Tapco Plant in Euclid, Ohio. it was quite a blaze. 

Scene of the fire was a locker room lined with 
metal cabinets. The entire room had to be rebuilt 
and refurnished with more than 2.000 new lockers. A 
water sprinkler system was added. Personal clothing 
and equipment. which had been destroyed in the old 
lockers. were replaced by the company. There was 
considerable damage to the laundry crib inside the 
locker room. The fire had originated 
probably from careless smoking. 

A $90.000 fire is a mighty unpleasant way to test 
a plant fire control program. But it’s effective. Mike 
Minnich, chief of security and plant protection at the 
Tapco Plant. is convinced that the fire would have 
been much more damaging had it not been for the 
work of the disaster control teams that morning. 

Once the fire was detected, about LOO trained m- 
bers of the fire control program quickly moved into 
action. 

“Their response was almost too enthusiastic.” said 
Chief Minnich. “We don’t want our volunteer workers 
to be so eager that they endanger their lives. Yet 
the fast work of these volunteers did enable us to 
contain the fire within the one room. Without 
work, it easily could have spread through th: 


wing. if not the entire building.” 


PARADES by Tapco Civil Defense volunteers go through 
the plant during working hours. The demonstrations build 
volunteers’ morale, boost interest among other employees 
in the disaster control program. 
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PROTECTION 
FOR INDUSTRY 


CONTROL AND CIVIL DEFENSE 


There’s good reason why the fire brigade operated AFTER A FIRE did this to a Tapco “fire-resistant” locker 
so efficiently. Fire control at Tapco is not a helter- room last year, Thompson Products rebuilt the room to 
include an automatic sprinkler system. The fire loss 


skelter proposition. Under the training of Chief Min- 
came to $90,000. 


nich and his section chiefs and plant protection per- 
sonnel. workers are prepared to meet plant emergencies 
through what is called the “Tapeo Civil Defense 
Organization.” 

Tapeo C. D. is organized in two phases. One is 
for fire control. the other for disaster control. 

Some 500° volunteer workers participate in the 
civil defense activities. Training in this phase of the 
program includes, but does not emphasize. wartime 
civil defense procedures. 

As Chief Minnich puts it, “We have a fine civil 


defense unit in this group. However, the emphasis 


a EN Ct ES ON 


ne me 


is on domestic emergencies. such as explosion. flood. 
wind, rain, and fire damage. rather than on the haz- 
ards of war.” 


Program includes nine groups 


C. D. has been in operation at Tapco since 1951 
Separate instruction is conducted for each of nine 
primary groups: first aid. rescue. fire brigade. 
auxiliary police. demolition. maintenance. communi- 
cations, traflie control. and messengers. Training 
classes are limited to 25 workers in each group. 

Between 30 and 45 members of each shift have 
qualified for fire brigade duties. They attend 18 
hours of training. held twice weekly in one-hour ses 
sions: and after completing this initial education. par- 
ticipate in monthly refresher courses of up to two 
hours duration. 

Training for the other eight phases of the program 


ranges from one hour for messengers to 30 hours 
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‘Any plant with 250 or more employees should 


and could set up disaster control operations 


similar to those in use at the Tapco plant” 





for rescue teams. All groups receive refresher courses 
and participate in scheduled practice runs. 


60 per shift are area firemen 


Included in the Civil Defense Organization. but un- 
der neither Plan 1 (fire control) nor Plan 2 (disaster 
control) are area firemen. About 60 employees on 
each shift are area firemen, charged with putting out 
minor fires within their own work areas. Should the 
fire appear serious. the fire control center is notified 
immediately either by messenger or telephone. At 
this point, Plan 1 goes into operation. 

Eleven Tapco section chiefs have attended the 
Federal Civil Defense School at Olney. Maryland. 
These people have studied all phases of rescue work, 





YOU CAN USE IT 


This is the story of a big plant. Not 
many companies have |2,000 workers 
altogether, let alone in a single group of 
factories. 


The ideas offered here, however, are 
adaptable in any size plant. If you don't 
number your employees in the thou- 
sands, you still need to organize and 
train them if you're to have effective 
fire protection. 


Study Tapco's methods from that view- 
point. After all, a $5,000 fire in your 
plant may be far more disastrous for 
you than the $90,000 fire was for 
Thompson Products. 











and use their knowledge to instruct fellow workers in 
the techniques of civil defense. 

To maintain the efliciency of the program, periodic 
drills are held for the volunteers. Members of the civil 
defense teams, identified by civil defense helmets, 
special armbands, and badges. parade through the 
plant during regular working hours. The parade pro- 
duces a tremendous boost in employee response, both 
among the participants and non-participants in the 
program. 


More than drills involved 


But the Tapeo program is more than classroom 
training, monthly drills, and interest-arousing parades. 
The Civil Defense Organization is truly organized 
and it truly works. Here’s how: 

When an emergency develops. civil defense teams 
are notified by means of signals on the plant fire 
whistle. A coded blast identifies the location of a 
fire (under Plan 1). or a continuous grouping of 
short bursts warns of a more extreme emergency 
(Plan 2). 

Under Plan 1. the fire brigade moves directly to 
the fire. to be met and directed by a fire lieutenant and 
a regularly assigned company fireman. At the same 
time, radio-equipped lift trucks and motorized per- 
sonnel carriers are dispatched to a designated emer- 
sency station within the plant. One or more of the 
radio-equipped vehicles also will go to the scene of 
the fire. thus allowing three-way communication among 
the fire brigade. the emergency station. and the con- 
trol center. 


Nerve center of Plan 1 


The latter is the nerve center, run by the plant 
protection chief and by trained management personnel. 
It is their responsibility to formulate plans to cope 
with the fire or disaster. Through the radio equip- 
ment, the control center can communicate with volun- 
teer workers at the emergency area, in order to direct 
over-all strategy. 

Two other groups normally help the fire brigade 
when Plan 1 operates. These are maintenance _per- 
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sonnel and _ tratht squads. Th rran n be ethcient only whe » cope WwW emergencies arising 


maintenance men report to the the one charge has the pera rom evervday operations. Such 
emergency station. equipped with tion both of the workers unde1 i proera provides a nucleus on 
ladders. torches. and other equip- L an ! lagement vel which to build defenses agai 
ment needed to cope with any sabotage or enemy air act 
maintenan¢e e problem. Prath employees ire proud ot 


squads direct vehicles and_ indi- : Ww Pape workers) wh 
viduals to safe locations while they Brass gives support olunteered their services 
keep lanes open for fire-fighting tect their lives in case 
equipment and fire brigade mem- JPOsainy sigan tac ' vency.” 

bers. Workers associated with port, Minnich said, “hh ‘is The program has its 


tection of life and as any would. Reassignments of 


hompson n nt , 
Ch yMpsol lanageme ha trained volunteers. changes 


felt the need for workers trai Citi 


Plan 1] wear red_ identification 
badges to distinguish them from 


regular employees, who wear vel- 


low badges. 





In addition to the voluntee1 


groups of fire brigade men, main- 


tenance men, and traffic squads, 
all available plant protection men 
and a dispensary nurse join the 
efforts to whip the emergency. 


When the signal sounds for Plan 
2 (disaster control), auxiliary ] 
ee outwears self- nolishing wax! 
plant entrances, replacing regular 
members of the plant protection 
unit. Guards displaced take : ACTS AS 


signed) positions at various points 


within the plant to safeguard vita 
: ia pia * BACTERIASTAT 


Emergency squads. skilled is 
maintenance. demolition, first aid 
rescue. fire brigade. radio com * SAN ITIZER 
munications. and_ trafic control 
report to their emergency statior 
Depending on their function, mem- AT SAME TIME! 
hers of these units wear either red * 
or green badges. again to distir 


euish them from other emplovees 

lished with the control center to a a = 

provide specihe assignments for 
the various disaster crews. 1 1p S ® 
has even taken the ; idded preca JU T 


tion of organizing teams a mes Flexible Film Floor Finish 
sence = to be se ( Cast 0 hd 
nge! i a with BACTERICIDE 


telephone and radio communica- 





tion failure. 
Why go through two operations — controlling bacteria and 


Plan 1 was put to test the 
" saiaee™ ce 2 pasties waxing —when you can do both in one application and get a 


locker room fire last year—and, finish that outwears self polishing waxes. 
is expected. the volunteers met the 


: Tests and usage have proved both claims. Write for free trial 
test like veterans. On the basis 


mas sample. JUST Flexible Film Floor Finish is also available with- 
of periodi tesl runs, the training out Bactericide. Compare its qualities. We'll also give you 
officers feel that the employees name of your nearest Associated JUST 


would work just as effectively in ASSOCIATED Distributor. 


case Plan 2 had to be put in opera 


a | Associated JUST Distributors, Inc. 
Chief Minnich has found—lik 


many others in the safety field 





Headquarters 702 S. Wolfe Street + Baltimore 31, Md. 
West Coast Plant: Los Angeles 13, Cal. 





that fire and disaster control pro- 


Circle No. 28 on reader service card for more information 
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Treated cloth shows how 
silicones keep water out, let 
air in. After wear testing, 

the treated shoe (right) stayed 
soft and flexible; the 

untreated shoe stiffened, 
cracked, and curled. 





What Can Silicones 


OU VE been hearing a lot in these last few years 
about something that’s comparatively new on the 
industrial scene: silicones. As a matter of fact. it’s 


been a single family 


quite probable that there’s never 
of materials. aside from silicones. that could do so 
many different and difficult jobs so well. 

In a lot of cases, silicones have made the “impos- 
sible” possible. They've worked as lubricants. as re- 
lease agents. as rubbers. and as insulating materials. 
They've appeared in paints. defoamers. and heat bar- 
riers that perform efficiently at temperatures far above 
and below the limits of organic materials. Dispensers 
for silicone-treated eveglass cleaning tissues are famil 
iar equipment in many plants. 

Now. silicones have even gone into the production 
of better safety shoes. 

OccUPATIONAL Haz- 
ARDS asked C. J. Lenz of Dow Corning Corporation, 
Midiand. Michigan. to let it in on the secret. 


Just what are these silicones? 


Actually. the silicone industry dates back to 1931. 
when Dr. J. Franklin Hyde started to explore the pos- 
sibility of developing materials that would combine 
the best properties of glass and plastics. His research 
work, which built a whole new industry. brought forth 
a complete group of chemical hybrids—the silicones. 

Since Hyde developed the first silicones of com- 
mercial promise. he and other scientists have come 


up with more than 200 different silicone products. 


Made of silicon and oxygen 


Thev’re built. these silicones. on what the scientists 
call “a molecular skeleton of silicon and oxygen 
atoms.” Silicon and oyxgen. in the form of sand and 


rock. make up most of the earth's crust 





‘Silicone processing of safety shoe leather means far 


more comfort for the worker. more wear for the shoe” 
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By intricate chemical processes. metallic silicon 
reduced from quartz rock in an electric furnace is 
compounded with other chemicals which come from 
petroleum products. The result: silicones. 

Thanks to their complex chemical structure and to 
the way they're made. silicones now bring together a 
good many characteristics of both glass and quartz. 
and in addition have the flexibility of organic oils 
and plastics. They have temperature stability: they re 
inert: they're durable: they insulate against elec- 
tricity: and they re water-repellent. 

That last property is what has made silicones big 
news to manufacturers and users of safety shoes. 

It’s not so much the wearing as the wetting that ages 
shoes. Water. perspiration, and water-borne chemicals 
limit the life of leather by washing away the oils that 
keep it soft and pliable. 

“Way back in the beginning of experiments with 
silicones. they were applied to hunting boots. Then. 
they made the leather highly water-repellent: but they 
didn't prevent the penetration of water when the 
leather was flexed. . 

After hundreds of different compounds had been 
studied and tested. a product finally was developed 
that would penetrate the leather fibers and exclude 
water even though the leather was flexed many thou 
sands of times. 
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Do for Safety Shoes? 


That raises another point that’s of special interest 
to safety shoe users: 

Shoes made of processed leather wear longer be- 
cause the silicones keep the leather soft and supple. 
and prevent the cracking and‘curling caused by water. 
chemicals. and perspiration. 


There's another point, too: 

lanners who have experimented with the silicone 
treatment claim that leathers with a low oil and grease 
content are best, and that thorough silicone impreg- 
nation of the leathers right at the tannery is necessary 
to produce the most effective results. 

The manufacturer of the silicone material has set 
up a licensing system which is rather unique. Designed 
to assure proper processing. the system is in reality 
a quality control project. 


Under the licensing system. silicone manufacturer 
and tannery work together to adjust tannage to keep 
oil and grease content of the leather at a minimum. to 
set up production facilities for impregnating hides. to 
install special testing machinery. and to develop a 
finish that won't impail the water-repellent properties 
of the processed leather. 

Samples of all silicone-processed leather are checked 


Continued on page 





TWIN SAVINGS 
for YOU! 


SBS-30 and SBS-60 
solve ALL skin cleaning 
problems...are almost 


E! 


/  SBS-60 Washstati 
SBS-30 Waterless Washstation . Tee ~_ 
Used Without Water ater 


PLANT-WIDE SATISFACTION AND SAVINGS ASSURED 
Solve your skin cleaning problems for good by simply specifying SBS-30 Waterless Skin 
Cleanser and SBS-60 Cream Deodorant Soap. This combination of two new and modern 
cream-type skin cleansers will lick most any soil condition—anywhere—to the complete 
satisfaction of both men and women employees. Both of these dramatic new cleansers 
adhere to the hands . . . cannot run off like liquid, powdered or wasteful bar soaps. 
SBS-30 Waterless Skin Cleanser is recommended for the removal of almost ‘‘impossible”’ 
soils such as tar, paint, glue . . . SBS-60 Cream Deodorant Soap efficiently removes all 
ordinary soils found in factories, shops and offices. Dispensed from “throw-away” 
containers, you get savings of 30% 10% ...up to 50% with SBS-30 and SBS-60— 
it will pay your organization to get the facts today! 


FREE FACTS FOLDER—giving all details . . . answering all your questions . . . explain- 
ing specific uses, by industry and plant area —— yours for the asking. Simply write: 


SUGAR BEET PRODUCTS COMPANY Canadian Subsidiery 


Chemical By-Products Division, 302 Waller St., Saginaw, Mich. Chemical By-Products, Ltd., 8 Ripley Ave., Toronto 3, Ont. 
Circle No. 29 on reader service card for more information 
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upational Hazards Magazine Constance Bannister photo 


After 16 vears on this lathe, now you come around 


and tell me Tll get dermatitis.” 


F print instruct ee the fly leaf of th 
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"HEAT RASH SURE GETS ME DOWN- 
I GOTTA GET ME SOME AMMENS’” 


Burning and itching of the skin are com- 
mon in overheated job environments or in 
hot weather. Rubbing of sweaty clothes is an 
additional irritant. Chafing often becomes 
stubbornly chronic, especially in the obese. 
AMMENS MEDICATED POWDER gives mechani- 
cal “slippage” and healing medication for 
the sting of chafing. 


AMMENS’ finely triturated tale and starch 
absorb moisture, soothe and heal heat rash, 
prickly heat or diaper rash. Oxyquinolin and 
zinc oxide help prevent bacterial invasion of 
macerated crevices. 

AMMENS is also excellent for the scrupu- 
lous care and hygiene of the feet which are 


so important to the diabetic patient. 


BRISTOL-MYERS COMPANY, 19 West 50 Street, New York 20, N. Y 


DISTRIBUTOR FOR CHARLES AMMEN CO., 


ALEXANDRIA, LOUISIANA 


Circle No. 1 on reader service card tor more information 
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Reader Service Card 


BOOKLETS — CATALOGS — PRODUCTS 


>>>? «<<ee 


Use these Reader Service Cards to obtain information on 
any item in this issue: advertised products, Useful Litera- ind a 

ture (page 43), New Products (page 44). Literature in 2p ies AAG 
a bt . - 61% tro Mine Safety \pphan t 
This Month’s Ads (page 79). . ee 


~hhe 


S-A SOUNDSCOPE, a previsior 


nalvzer. is Tully 


rws the use of the 


easurement and analysis 


Simply circle on a card the key numbers of the items on oe juestion-and-answer book 
hi } : . . I: Pp . . et O903-2 } ie subject of noise is 
which you want to receive data, and fill in your name and 


’ , . I-O avallable 
address, We shall forward your requests to the companies : 

¢ Circle No. 111 on reader service card 
concerned, 


FIRST AID AT A GLANCE 
newly I l Ins i-Aid” wheel 
ailable tron 9 McDonald 


pon -Ize device lists symp 








treatment for 20 
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FIRST CLASS 
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Et i a fl aah met niet gn ae ¥ t R. DID YOU KNOW ‘ it oul soaked rope 
> BUSINESS RS E&rt ry CARD CLEVELAND, OHIO can be reclaimed by 
s NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES = & Sol-Speedi-Dri ll-purpose mineral 
. 
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treating it with 








rut 
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hooklet “10 ses publishes ry the 


ducer. Speedi-Dri Corp 


one of the uses 
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HAND PUMPS for liquid transfer are 


reported in a tour-page brochure pre 
pared by Bowser, In \ complete 
-peciheation chart is included 
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812 HURON ROAD CLEVELAND 15, OHIO 





A SAMPLE SHEET of Magic lens clean 


ing tissues is included with recent 














erature published by American Op 
The promotion piece tells 

of Magic lens cleaning 

actually save vou money 


> eas . # : , ‘ , Circle No. 115 on reader service card 
Please send me additional information and literature on items circled below. 
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Name 





HYDRAULIC LIFTS of all descriptions 
Position ire 


shown and discussed in 36-page 


talog from G. W. Galloway Co. Com 
Kind ef 


Company Business plete specifications are included 
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MOBILE SAFETY ELECTRIFICATION 
WW «21 41 51 for cranes onvevors, machine tools, 
12 (22 42 52 nonorails, and all moving machinery 
13° 23 43 53 with Insul-8-Bar systems is discussed 
14 (24 44 «(54 n a 36-page catalog recently released 
15 «25 45 55 by Insul-8 Corp. Included are 
16 26 46 56 nd descriptions, 
Ww 2 47 57 lata, and other 
18 28 48 58 Circle No 
19 «29 49 «59 

10 20 30 50 60 

Send More Information On: 


photos 
complete engineering 
pertinent information 


onevwewrn — 


117 on Reader service card 


2 


DO NOT USE AFTER 10-15-56 





TO ORDER BABY PHOTO REPRINTS 


Orders for reprints must be received by the 10th of 
the month following publication. Shipment in 10 days. 


Prices are as follows: 


1-19 copies, 25 each 
20-49 copies, 20¢ each 
50-99 copies, L5e each 


Over 100 copies, 12¢ each 


Please send me additional information and literature on items circled below. 





"HEAT R. 
1 GOTT 


Burning and itching of the skin 
mon in overheated job environme 
hot weather. Rubbing of sweaty cle 
additional irritant. Chafing ofter 
stubbornly chronic, especially in 

AMMENS MEDICATED POWDER gives 
‘al “slippage” and healing medi 
the sting of chafing. 


BRISTOL-MYERS CO 


DISTRIBUTOR FOR ¢ 
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USEFUL LITERATURE 


MILLER BALL BEARING SWIVEL FIT 
TINGS, used as connectors for . 


chains ina tensior rods iret 


tudied in a -page technical 

wary woklet from General Machine & 
Welding Works Ine \ complete 
included. A que 


provides il 


specification table 
tion-and-answel page 
ditional data on the equipment at 
se 


Circle No. 100 on reader service card 


CORROSIVES EXHAUST hy 
lustrial fans is the topic 
ige two-col vulle ’ fron 


Robbins & Myers I e brochure 


i SIX-p 


tells how these fans are used to handle 
COrrOsive ind = explosive umes higt 
temperatures and humidity, abrasive 
dusts, and dirt-laden air. Photographs 
cross-section drawings, and charts are 


used tor illustrations 


Circle No. 101 on reader service card 


AUDIBLE SIGNALLING DEVICES ar 
pictured and described in a collection 
of data sheets available from Falcon 
Alarm Co. Ine. Each t 

neluding sutomat« f detectors 


shown in application 


Circle No. 102 on reader service card 


FIRST AID for fingertip wounds is sit 
ple, as shown ina promotion piece pub 
lished by Rochester Safety Equipment 
Co. The literature shows how to use 
Elast Aid Form-Cut fingertip dressings 
to protect injured fingers. Other types 
of easy-to-use bandages and tapes are 
also depicted 


Circle No. 103 on reader service card 


A SPECIAL TEST BULLETIN on the con 
parative vision angle ranges of leadin 
gas masks is available from Acme 
Protection Equipment Co. It covers 
both single and double-lens types 


Circle No. 104 on reader service card 


CARTOONS by led Key creator ol 
the popular Saturday Evening Post 
feature, “Hazel,” highlight the 32-pag: 
booklet, “Fatal Fallacies,” published by 
The Travelers Insurance Companies. On 
a serious note, the booklet offers a 


statistical study of fatal automobile a 
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X-RAY AND GAMMA RAY 


Circle No. 106 on reader service card 


WIRE ROPE RECOMMENDATIONS 


Circle No. 107 on reader service card 


LOCKERBASKETS w 


Circle No. 108 on reader service card 


FLOURISH 


oor 


Circle No. 109 on reader service card 


MAXIMUM PROTECTION 
terterence to work is ft 
ving cur 
literature 
Cross-sectio 
of the 
wheels. The 
rinders, 
aused by wheel 


Circle No. 110 on reader service card 


\pplianee 
use of the 
surement and analysis 


estion-and-answer book 


subye ot 


hose I= 
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FIRST AID AT A GLANCE i- provide 
ne I Insta-Aid” whee 
B | MeDonal 
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DID YOU KNOW that oil-soaked rope 
i te reclaimed by treating it witl 
ill-purpose muinera 
ysut one ot the uses 
d in the ftour-page 
published by the 
Dri Corp 
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HAND PUMPS for liquid transfer are 
ported in a tour-page brochure pre 
yvared by Bowser In \ complete 


ion chart is included 
Circle No. 114 on reader service card 
A SAMPLE SHEET of Magic lens clean 
ng tissues is included with recent 
terature published by American Op 
’ Lo The promotion piece tells 
th use of Magic lens cleaning 
in 1¢ tually ~ave you money 
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HYDRAULIC LIFTS of all descriptions 
and fiscussed in 1H page 
G. W. Galloway Co. Com 


itions are included 
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MOBILE SAFETY ELECTRIFICATION 
for cranes onveyors. machine tools, 


nonorauls and = al noving machinery 


with Insul-8-Bar systems is discussed 


I }6-page catalog recently released 
insul-8 
/ 


Included are photos 
escriptions, complete engineering 
ita, and other pertinent information 
Circle No. 117 on Reader service card 
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N EW PRODUCTS A COMPLETE LINE of Cordon cu 


LIGHT HEAVYWEIGHT fre flow of anetareas 


»§ Circle No. 122 on reader service card 





WET OR SLIPPERY SURFACES 








vet is light | 
ith i 
powel : 
1otor pp 
Circle No. 120 on reader service card eal 
4 | ah 
? 
SELF-STICKING cor M 
markers are iailable ir free « 7 Circle No. 126 on reader service card 
quantities from W. H. Brady Ce ifety vider she i 
MebD ( | 
cuction cups combit CHEMICAL DUST ABSORBER mak: 
Stee ens oe to | up every speck 
Circle No. 123 on reader service card carrvine dust 1) 


OUTSTANDING 


ippearance 





narkers il 


otton clot! will ( wh 





on orange backeg! The 
ipplired 
nanentis 


Circle No 













121 on reader service card 






Circle No. 127 on reader service card 


SELF-PRIMING ht ‘ et bv aerona 
portable electr ; pu } 


Circle No. 124 on reader service card 






AVAILABLE IN COLORS, Sono-Grip, a 
, ! ! ‘ for ut | 


} 
lustrial oors 


IVE 


has been produces | n | 1 on like paint. The mate 


THE FIRST POSIT 


wood 
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Salt Tablets ...In brightly colored 
throw-a-way dispensers each contain- 


Move now to make this your company’s 
ing, 1,000 orange, non-nauseating salt — en safest summer. Your Bullard distributor 


tablets. Easily fastened to wall with is ready with a complete package for 
supplied brackets so you can estab 


lish heat fatigue stations throughout Summertime Safety. Order today so 
your plant and in the field. factory and field areas can be equipped 
to meet summertime hazards! 
...Write for free circulars on Summer 
Venex*... Here’s complete treatment for snake Safety Protection...£. D. Bullard Company, 


bite in a compact pocket pack. Venom-extrac- 275 Eighth Street, San Francisco, California 
tion method so simplified, victim can treat him- 


self. Should be one issued every field crew and 
in every vehicle. Available also with first aid 


material in new VEN-AID heavy duty pack E Vv 5 RY T od { | G 


ImunOak* Imunivy* .. Packaged in 1 cc. vials, each \* 

vial contains 1 grain extract of oak or ivy. They are ~1 
taken two or three weeks prior to first blooms of 

4 

= 


the plant in spring. Suggested dosage is 1 vial in % { N S$ A F c T ¥ 


of a glass of water two or three days in succession, 
followed by a monthly booster during the season. 


*TRADE MARKS, REG. U.S. PAT. OFFICE 


Circle No, 30 on reader service card for more information 
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CORPORATHON 


WRITE FOR YOUR DISTRIBUTOR'S 
NAME AND OUR COMPLETE 
CATALOG OF HEAD AND EYE 


SAFETY EQUIPMENT 


complete line of Dockson Products to give you fast service and 
personal attention. We back our distributors 100%. 


COMPLETE COMFORT—Light-weight, roomy, adjustable, cushioned 
YOUR DOCKSON DISTRIBUTOR, a selected specialist, stocks a 


ABSOLUTE SAFETY —against sparks, flash, dangerous rays. Federal 
headgear; spring pivot for easy raising and lowering. 


Specification Plates. 
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xy Building Products Div.. L. 


n Sons, Ine.., 


Sonne QUICK RELEASE Life 
Is resistant to gasoline by Safety 


workers’ 


cid preservers. The vest fits loosely and is 


Preserver Vest 
First Supply Co. overcomes 


, 
cohol. oil, grease. and many types of objections to wearing — life 


Circle No. 128 on reader service card 


THIS FLEXIBLE 


dust-tight and 


ting fixture Is 
explosion proot 
nanutactured by Crouse-Hinds Co. 


not bulky. It cannot float off the work- 
er, yet can be released quickly if neces- 
sary. The entire laundered 
just like work clothes. It comes 
: one size and is adjustable to chest 


neasurements from 30 to 56 inches. 


vest can be 
other 


fixture stem is allowed up to 15-degre¢ 


movement 


from vertical in any direc 


Circle No. 131 on reader service card 
tion. 
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DESIGNED FOR USE 


mospheres are the 


in explosive at 
new explosion proot 
flashlights being manufactured by Na 


A SAFETY RELEASE for log load bind 
ers has Electric 


device enables 


been developed by 
Steel Foundry Co. The 


, Bakelite Co. photo 
in operator to release a load of logs at 


a safe distance by merely 


pulling the 
attached line. It 


danger of 


tional Carbon Co., Div. of Union Car 
bide & Carbon 


the reflector 


safety catch with the 


: Corp The photo shows 
eliminates the 


issembly. If the bulb is 
broken, the wire 


falling logs 


when binders are released. 


guard snaps down 


Circle No. 130 on reader service card ward, and the eleetrieal circuit is 








WARDS 


)\* SERVICE * SALES AWARDS 


hakers of the motion picture Oscar 





ophies * Plaques @ Pins 
A rd Jewelry * Custom Designs 


signing department present sugges- 
ist you in your incentive program. 


Ar TAIN, 5 Year 


ecial safety service sales brochure 


SOUTHERN CALIFORNIA TROPHY CO. 
Dept. $1, 860 South Flower St., Los Angeles 17, Calif. 
TUcker 3166 


Circle No. 32 on reader service card for more information 


JULY 1956 © OCCUPATIONAL HAZARDS 





bxellent Performan 


open instantly Pie flashlight - e the control box with foot trip Circle No. 37 on reader service card 


molded of Bakelite phenolic plastic Ds imit switeh, clutcl actuator - . 

Circle No. 132 on reader service card sey na It switches wo-hal BULLARD S FORMULA ae 
satety trips requirin uenees Ue QUICK RELIEF - POISON IVY 4 

‘ee ' ; POISON OAK - SUMAC 

A SELF-CONTAINED abrasive cleaning ile setae ie at cena le ash’ a) Odorless. greaseless and safe to 

tool, the Clemeo duect-O-N ( s he . 

4 earnet fatic, is | ise even around the eyes. Bullard’s 

ing marketed by Clementina. Ltd. The t 
: eal = | | Formula provides protection against 

lightweight cleaning tool allows full re Circle No. 134 on reader service card ; , 

covery of the abrasive and dust. It is these plants and speeds healing 


stops itching when applied after 


rash appears... Write for 
photographs of actual tests / 


FREE LOAN OFFER of 


E. D. Bullard Company 
San Francisco, California 


operated on 33 to 60 c.f.m. air supply mere now 


The efficiency of the suction system 


allows blasti gy acl e areas, and f f thi 
| V 4 n In machinery area in fs — free or is 


in confined or storage areas. The unit will available on loar 
the dispenser to any firm which pur 


features a deadman control which pro “| Beng : ie tans calles ak ea summertime 


vides instant shut-off in case the oper 
ungicide 
ator releases it fungicid 


Circle No. 133 on reader service card Circle No, 135 on reader service card hazard 


EVERYTHING 


BULLARD 
AUTOMATION-LIKE EFFICIENCY for STUBBORN DRAINS are no competi Fa ll 


power press operation is the claim of tion for the new Miller Rod House 
ae Sue Gee es ed * THE POSITIVE 
cue LADDER SAFETY DEVICE 





General Automation Corp.. manufac 
turer of “Trippit,” a new electric com 


bination master control. Shown here 











It Locks Automatically—instantly—Holds 


. SAFETY DEVICE FOR LADDERS 
SAFETY 


TYPE 17} ae f abl, ‘ aa Prevents death and injuries from falling. 
Ba = Automatic: Positive. Will catch workm: 
#425 Fion-_omousliote SOLVENT Automatic: Positive: Will catch workman 
REPLACES—C ARBON-TETRACHLORIDE nespomive. teny tat, No. pkeep 
ne - Clamps to any rung ladders, peg ladders, 
P pole or frame. No welding or cutting 
Flash Point None Simple to operate: Requires no attention 
Toxicity (Cal. M.A.C.} 500 ppm. plus FREE pl Oe 
. ° | wotcned ral e Givanizedc. iu! 
Corrosion tests (on metals) Negative | TECHNICAL BULLETIN | equisannt yest aul easanen eel 
Evaporation rate comparison | In use throughout country and abroad 
for approx. 8 years 
62 WILLIAM Smeer Patented. Manufactured only by 
Nocon .PRODUCTS CORP, New Yors 5, New Yous SAFETY TOWER LADDER CO. 


1024 Burbank Bivd. P.O. Box 1052 
BURBANK: CALIFORNIA 
* * * * * * 
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toilets, wash basins, urinals, and floor is an anti-slip, waxless floor polish. It 
drains are cleaned out with the unit, is said to provide 
which will travel up to 100 feet in without buffing. Heavy 


brilliant gloss 


BRUSH-PLUS-VACUUM system of Model 


0 rider-ty pe power sweeper provides 


Duty Strippe ipid cleaning of congested factory 


length. is a concentrate, used to remove wax. 


Circle No. 136 on reader service card 
of floors. 


resin finishes. and dirt from all types 


Circle No, 138 on reader service card 


SAFETY FACTORS are stressed by Ros 


saul Co., manufacturer of “Copper AN ENTHUSIASTIC RESPONSE has 


Brite.” The material removes oxides in been voiced to the 


to 


seconds from brass. copper, bronze safetv. arm 


lium copper, and most copper alloys 
It is nonfuming and does not require 
special drains. 
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DEVELOPED FOR INDUSTRIAL uses 
are the two new floor maintenance 
products of Sanitary Maintenance Diy 


R. M. Hollingshead Corp. Floor Show 


INDUSTRIAL 


Floor 


a-se! Iv pre 
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assembly, 
nickle silver, phosphor bronze, bery] luced bv Al-Re-Ka 


aluminum device 


ent slipping. 


safety ladder 
recently intro 
Products, Ine. fh 


areas. The machine, which covers a 28- 


inch path. is manufactured by G. H. 
Pennant Co. It is available with rotat 
ing side brush which extends the sweep- 
ng path to 40 inches. 


Circle No. 140 on reader service card 


CROSS RIB RUNNER matting is being 
eatured by D W Moor Co. Known 


& 


grippers 0 





YROC HLOR 
ACID | 


“Kerodex Passes the Acid Test 


60 second test proves hydrochloric acid does not dam- 
age “Kerodex” protected hands while zinc disintegrates 


“Kerodex” provides really effective protection against 
the many skin irritants encountered in industry. It 
spreads on like a cream but acts like a glove that is in- 
visible yet strong and as elastic as the skin itself. Does 
not smear. Does not affect materials handled. Write for 
full information on “Kerodex’® barrier creams to 
Ayerst Laboratories, 22 East 40th Street, New York 
16, N. Y. 5552 
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SAVES TIME! SAVES FINGERS! 


With the Modern Safety Drill Table you 
simply drop in the work and drill. Eliminates 
dangerous, hand held, small jobs. Handles 
odd shapes and sizes without time-consuming, 
complicated set-ups. Sizes for every need. 
Write for illustrated literature giving full 
information, including guarantee and Free 


Trial Offer. 
<<0T? [iis FREE 
<a? : TRIAL OFFER 


Guaranteed to save its 
cost in labor alone every 
six months. 


Distributors Please Write 


MODERN MACHINE TOOL CO. 
2005 LOSEY AVENUE 
Jackson, Michigan 
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is Shadow Tone, the matting is nylon 
reinforced for toughness and teat 
resistance. It is shipped in small, easy 


to-handle rolls 


Circle No. 141 on reader service card 


A SPECIFIC GLOVE for virtually every 
industrial use is the claim of Pioneer 
Rubber Co., manufacturer of the Pace 
maker industrial glove line. Pictured 


A 
ae7 


are: (1) 14%-inch industrial 
vauntlet, (2) 18-inch industrial 
gauntlet, (3) 14%-inch heavy 
duty gauntlet, (4) industrial weight 
knit wrist, (5) heavy-duty knit wrist, 


weight 


weight 


(6) 12-inch twin-lined heavy-duty “Hot 
"N Cold” gauntlet, (7) 12-inch indus 
trial weight gauntlet, (8) light-weight 
knit wrist, and (9) 12-inch heavy-duty 
gauntlet 


Circle No. 142 on reader service card 


FOUR NEW RESPIRATORS for prote: 
tion against all non-volatile airborne 
parti ulate matter have been de velope al 


by American Optical Co. Each res 


pirator gives added protection against 
specific violatile dusts, sprays, mists, 
and fumes, and also against specifi 
Pictured here is 
Model R5561 that provides protection 
against airborne particulate 
of volatile 


vapors and gases. 


composed 
organic substances and 


against erganic vapors. 


Circle No. 143 on reader service card 


OCCUPATIONAL HAZARDS @ JULY 1956 





Circle No. 38 on reader service card for more information 





STOP COSTLY FALLS....THIS QUICK | 


condition your plant with “SAFETY-WALK" 


Here’s the new mineral-coated fabric 
that provides perfect traction—sure 
footing—even under water or grease! 
And it’s easy to apply, easy to keep 
pronencinceniericbrnnaen dbo 


Minnesota Mining & Mfg. Co 
Dept. EO-76, St. Paul 6 Minn 


Company 
Address 


City .- State 


carisntenssemantienennchemnetnmeiieinemaenneNNn 


Also makers of “Scotch” Brand Pressure-Sensitive Tapes, * 


| Fee Smee! Please send me “SAFETY-WALK” 7 


sample and complete information. | 1S ‘ 


Surfacing on stairways, ramps, walk- 
ways—wherever the danger of a fall is 
present. “SAFETY -WALK” pays off 
in accident- prevention, better public 
and employee relations. 


EG. U.S. PAT. OFF. 


ETY-WALK 


WETORDRY NON-SLIP 
“SURFACING 


Made in U.S.A. by 
| MINNESOTA MINING & MFG. CO. 
| St. Paul 6, Minn. 


“Scotch” Sound Recording Tape, “Underseal” 


Rubberized Coating, “Scotchlite” Reflective Sheeting, "3M" Abrasives, “3M" Adhesives. General Export: 
122 E. 42nd St., New York 17, N. Y. In Canada: London, Ont., Can. 


























LIFE LINES 


rr <e 


~~ eer 


} GleciDeNTAL FALLS 
', KILLED 19,900 


SAFE-HI ROPE GRAB IS 
EASILY SECURED,CAN BE 
MOVED UP OR DOWN. 
CANNOT SE ACCIDENT- 
ALLY DISLODGED FROM 
ROPE. 


INSTANTLY ATTACHED | CAN'T BE KNOCKED 


HF 
OFF ACCIDENTALLY 








THE SAFE, PRACTICAL 
SHOCK ABSORBING | 
ATTACHMENT FOR 4\\> | BUT SAFE! 


PERSONS IN IQ55/ 


USGOVT verartMENT OF LABOR STAT- 
ISTICS SHOW ACCIDENTS INVOLVING WORKERS 
IN HIGH PLACES INCREASED IN 1955-ADDING 
MUCH TO THE APPALLING 950,000,000. 
COST OF INDUSTRIAL ACCIDENTS LAST YEAR/ 


" EASILY MOVED 


UP OR DOWN 


THE EFFICIENCY OF 
A WORKER IN HIGH 
PLACES IS NOTABLY 
INCREASED 
WHEN HE FEELS 
SECURE / 


\ 


_ 
ROSE MANUFACTURING CO. 


2700 W. BARBERRY PLACE 


DENVER 4, COLORADO ae 
Ld 


DENVER 
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ANOTHER WAY 


Koiled Kords 


INCREASE 
Safety AND Efficiency 


Photo courtesy Lear Inc., Los Angeles, California. 


Hazards are minimized and effi- 
ciency is increased when portable 
tools such as the soldering irons 
illustrated, are equipped with 
KOILED KORDS retractile cords. 
KOILED KORDS permit free move- 
ment of tools because they extend 
to just the needed length then, 
when released, retract to their orig- 
inal neat, out-of-the-way coil. No 
trailing cord to catch in material 
on the bench or on belts, con- 
veyors or other moving equipment. 


Look over your production lines with 
KOILED KORDS in mind, you'll prob- 
ably find many places where haz- 
ardous straight cords should be 
replaced by safe KOILED KORDS. 


Order KOILED KORDS retractile 
cords by name from your electrical 
supply dealer. 


y Koiled Kords 


Incorporated 


PARAS 


Box K, New Haven 14, Connecticut 


* KOILED KORDS is a trademark of 
KOILED KORDS, INC 
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investment! 


This company has made a wise investment—one which will pay 
many dividends over a long period of time! The man above is 
dropping a Magliner magnesium dock board in place on the com- 
pany’s dock. This new Magliner will speed loading . . . get more out 
of power trucks and other loading equipment . . . keep costs down! 
Made of light, strong magnesium, it will protect men, loads and 
equipment against accidents and costly damage. It will also pay 
other big dividends! Magliners are low in initial cost—and because 
they provide dependable, long-life 


service with less maintenance they x ° 
give you greater economy ALL ways! agkiner 
Find out today, how Magliner dock een 


boards can cut costs in your oper- 
ation. Write for Bulletin DB-204! | 





MAGLINE INC. © P.O. BOX 45 © PINCONNING, MICHIGAN 
Canadian Factory: Magline of Canada, Ltd., Renfrew. Ontario 





YOU NEEDA... 
DUPOR ccoit. 
SMOKE MASK 


A complete combination of respirator and goggles that 
provides lung and eye protection for painters, foundrymen, 
smelters, oil refiners, chemists, firemen, etc. The respirator 
is water-conditioned with all incoming air passing through 
cool, clear water. The goggles are the famous “Nod & 
Shake’”’ fog-proof and gas-tight type. No finer protection, 
anywhere! Order sample today, $5.00 postpaid. 


H. S. COVER, P. O. BOX 2508 
SOUTH BEND 14, IND. 
“Respirators for Industry since 1894" 
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CONCRETE 


Continued tron 19 


page 





running water should be followed 
by a drying period of at least four 
davs. Infrared lamps may be used 
to help the drying process. 

When the paraflin is melted (it 
125 


provision should be 


has a melting point of about 
Fahrenheit). 


made to carry fumes away. Ex 


tinguishing han 
dling any flash fires should be on 
hand. The probability of flashing 


can be 


equipment Lor 


reduced if an electric hot- 
plate is used instead of an open 
flame. 
the paraflin is kept below 200 


and if the temperature of 


\ wide-tip oxvacetvlene torch 
should be heat the 


crete. Great care must be taken to 


used to con- 
apply the flame slowly and evenly. 
(reas of not more than five to 10 
square feet should be heated at one 
time. Naturally. the torch operator 
should be protected against spall- 
ing particles by means of a face 
clothing. 

The molten paraffin should be 
brushed on the heated section of 


shield and heavy 


concrete until no more absorption 
takes place. It takes about one- 
tenth pound of paraffin per square 
foot to do the job. Too much 
paraflin left on the surface makes 
floors and steps 


slippery and 


dangerous. 

The depth of peneti ition of the 
paraffin may be checked by using 
test’ blocks. 


and mix to 


concrete similar in 
the surface 
that’s being treated. After the test 


block has been treated. it can be 


texture 


broken with a hammer and chisel. 
The penetration line generally will 
ee 


he e isily seen. 
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DERMATITIS 


PREVENT THE 
SPREAD OF 


3 CUTS CLEANUP ) 
,*% ( curs 
_ Too! 





WITH 


<<’ DL DISPENSER 


ana DL HANDI-CLEANER 


ft Industry recognizes 

Dermatitis and Hand 
Infections as increasing OCCUPA- 
TIONAL HAZARDS ... guard 
against them with DL DISPENSERS 
and DL HANDI-CLEANER. 

DL DISPENSERS eliminate con- 
tamination of cleaner supply prevent- 
ing spread of Dermatitis . . . reduce 
“clean-up” time saving Man Hours 

and, deliver 4 cleanings for a 
penny for economy. 

DL HANDI-CLEANER dissolves 
stubborn, imbedded grime and grease 
with or without water...no need for 
harsh abrasives or irritating solvents. 
The Hexachlorophene and Lanolinin 
DL HANDI-CLEANER keeps hands 


soft and guards against infection. 


on wit 


SSA WANDI-CLEANER 


ea teimaL WATERLESS 
*O CLEANER WITH 


<~< HEXACHLOROPHENE 


Contact Your Supplier or write us. 


BANITE CO. surrato an’. 


MADE 
ONLY BY 


ie 
point Wiig 
DISSOLV ES DU watt 


Merely refill with 


5-pound throw-away 


DL can 





Open steel floor- 
ing, welded or 
riveted pattern; 

fabricated in car- 
bon or 


steel, aluminum, 


stainless 


monel and alloys 


cw 


n 
ainte 
P ate M r 
an 


You 
cost® 


d 


wor safety! 


armor designed 
to prolong the 
life of floors $ 
times! Installed in 
concrete Of mastic 
on new OF existing 
concrete or wood floors 


Gentlemen 
Kindly send me a copy of your 
cation Manvoal 


~/ 
KLEMP METAL GRATING CORPORATION 
6601 South Melvin Avenue 
Chicago 38, Illinois 
POrtsmouth 7-6760 
— : 


Firm = 
Write for your FREE | address 
“Data and Specification | City ; 
Manual” today! , 
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Zone____-State . 


KLEMP METAL GRATING CORPORATION 
6601 South Melvina Avenue, Chicago 38, Ill 


Data and Specifi 
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WHO'S READY NOW? 


Do you have the protection of a 
SAUNDERS’ SNAKE BITE KIT? Are 
you always ready just in case? The 
SAUNDERS’ KIT has the only venom- 
suction pump with a guarantee... does 
not have to be lubricated in the field... 
no glass to break. The only pump with 
three sizes of adapters . . . easier to use, 
less discomfort to patient. Accepted for 
advertising in publications of A.M.A. 

Order from your 


MSco distributor 
today or write 
for data. 
Special it fist aid 


Medical Supply Company 
Rockford, Ill. -In Canada, it's Safety Supply Co. 





Saw Operators Work Faster 


with CHAMP-FLEX by 
Champion the Masonry 
Blade That Won’t Shatter 


You can drop em — bend 'em 

‘em, Champ-Flex blades can ‘take ‘it 
These break proof blades allow you 
make complicated cuts you'd never tr 
with ordinary blades. Availabl 
in various diameters for use on all typ 
ot masonry 


abr asive 
saws 
Use this coupon to send for more information. 


| Champion Manufacturing Company 
| 2028 Washington Avenue 
| St. Louis 3, Missouri 
Please send me 
Champ-Flex blades 


more 


| Name 


| \ddress 
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A CASE TAKEN FROM THE 
FILES OF THE AMERICAN 
ARBITRATION ASSOCIATION 


The American Arbitration Association is a non- 


ship corporation 
labor-management 
bitration 
below is not to be 

arbitrators might rule 


comme 


Puiu H., 
nesium plant, 
that was 


a grinder in a mag- 
worked at a job 
rated one of the most 
In fact, the 
for had a 
good deal of trouble getting fire 


hazardous in the area. 


company he worked 


and accident insurance, because 
one spark would set magnesium 
powder off in a serious explosion. 
To itself this 
hazard, management had a strict 
forbidding 


from coming to work in 


protect against 


rule any employee 
an in- 
toxicated condition. 

It was for breach of this no- 
drinking rule that Phil got into 
1955. 
as to the extent of his intoxication 
differed. but it was a fact that he 
forgot to punch his time 
and that a fellow worker. 
nizing 


work 


sent Phil home immediately. 


trouble early in Testimony 


card 
recog- 
refused to 
\ foreman 


his condition. 
alongside him. 
and 
when he showed up for work the 
next day. told him he was fired. 
Phil denied he had been drink- 
ing and added that even if he had. 
discharge was too severe a pen- 
altv. The union backed 
and filed a grievance 
reinstatement. 


him up 


aimed at 


The Arbitrator's Decision 


The following paragraphs are 
taken from the arbitrator’s award 
and opinion: 
and 
that the in- 


“The company contends, 


the arbitrator agrees. 


taken 


rcial 


JULY 


profit member 


organized to advance knowledge and use of 
and 
The award of the arbitrator in the case described 
as an 
nN apparently similar 


international trade ar- 


indication of how other 


cases 


itself to 
discharge. 


suflicient in 
Phil H.’s 

“At stake is more than just the 
company s 


cident is 
justify 
ability to obtain in- 
surance coverage and thus remain 
the lives of all those 
working in or near the plant are 
Any 
plant who reports for work while 
the liquor 
shows the same disregard for the 
safety of 
that he would by drinking while 
on duty. 

“It should be 
that the 
be effective, must apply 
not only to persons who are fall- 
drunk: it must apply 
with equal force to anyone who 
drunk affect 
normal perform- 
\ man who admits having 
‘had a few’ ‘a little high’ 
cannot be trusted to determine for 
himself whether he is fit to work. 

“The arbitrator has determined 
that Phil H. 


work he was inebriated to the ex- 


in business; 


involved. employee at this 


under influence of 


his fellow-emplovees 
I 


emphasized, 
moreover, no-drinking 


rule, to 
ing-down 


has enough to his 


judgment and 
ance. 


or being 


when reported to 
tent that he was not in possession 
of either his normal judgment or 
his This 


reason 


manual dexterity. 


con- 


stituted a 


legitimate for 


discharge.” @ @ 





Have you shown our 


cover graph to your 


top management? 
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New San Francisco quarters at 
188 King Street have been occu- 
pied by the Northern California 
division of Macwhyte Co., Keno- 
sha, Wis. Macwhyte manufactures 
wire rope. 


S. M. Potter 


Robert O. Zecca and Stannard 
M. Potter have been appointed 
vice presidents in charge of the 
mechanical engineering division 
and aviation division, respectively, 
for Industrial Acoustics Co., Inc., 
of New York City. Zecca joined 
the company in 1954. Previously 
he was with Wright Aeronautical 
Div. of Curtiss Wright Corp. Pot- 
ter. chairman of the Fifth Annual 
National Noise Abatement Sym- 
posium, came to Industrial Acous- 
tics from Pratt and Whitney Air- 
craft Co. 


The best safety record in Lock- 
heed Aviation Corp. history and 
one of the mest enviable in the 
aircraft industry was recorded 
during 1955. Workers at Lock- 
heed cut the accident frequency 
mark to 1.03, a 15% reduction 
from the 1.22 mark of 1954. The 
record is considerably below the 
2.7 nation-wide aircraft industry 
mark for the first nine months of 
1955. 
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Despite ever-present hazards 
from toxic, incendiary, and ex- 
plosive munitions, workers at 
Rocky Mountain Arsenal, Denver, 
Colo., recently completed over 
1,000,000 man-hours without a dis- 
abling accident. It was the second 
time in a year’s period that the 
900,000 man-hour point had been 


exe eeded. 


Stuart McKindsey has joined 
American Biltrite Rubber Co., 
Chelsea. Mass., in the promotion 
and development of the company’s 
line of industrial and safety soles 
and heels. McKindsey. formerly 
with Gro-Cord Rubber Co., Lima. 
Ohio, will headquarter at the firm’s 
main oflice in Chelsea and travel 
extensively. 


S. McKindsey 


W. E. Tromanhauser 


W. E. Tromanhauser has been 
appointed vice president and gen- 
eral sales manager of Pyrene-C-O- 
Two Div., it was announced at the 
firm’s headquarters at Newark, 
N. J. He left the position of presi- 
dent of Buffalo Fire Appliance 
Corp. of Dayton, Ohio, to join 
Pyrene. Tromanhauser, who has 
had, in his career, more than 15 
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WHY BREATHE THIS JUNK? 


Common industrial 
dust’’ magnified 85 t ¢ 
Photomicrograph by University of Minnesota 


TORIT traps it 


A close look at the most “‘ordinary”’ 
industrial dust shows why it irritates 
the respiratory tract, nasal mucosa, 
throat and trachea. In fact, all dusts 
are capable of causing respiratory 
distress. But Torit dust collectors 
give you control at its point of 
origin. Unitized for portability—you 
are not limited by a central built- 
into-the-building dust control sys- 
tem. Many models and sizes. See 
Sweet’s Machine Tool File or write 
today Priced from $190.00, 


TORIT MANUFACTURING CO. 


DEPT. 807 311 Walnut Street, St. Paul 2, Minn 








Combines utmost protection 
and style. Exclusive patented 
features found in no other hat. 
Write for Free Sample 
or Order Direct from us 


15.00 


CHIC MAID HAT MFG. CO, Inc. 
630 HIGH STREET 
BUFFALO 11, N.Y. 
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years experience in the fire-fight 
ing field. is on the nominating and 
market research committees of the 
Machinery 


American Supply 


sissippi Valley Division. Vicks- 
burg. Miss.: Fort Worth District. 
lexas: and the Army Map Serv- 
ice. Washington, D. C. 


The Post Office Dept.’s 
safety program paid off in 1955, 


new 


with a reduction of metropolitan 
area accidents from 13 per 100,- 


Manufacturers’ Association and 


OOO miles to four per 100,000. 
More than 27.000 — individual 


awards have been issued for acci- 


holds membership in the Nationa 
Fire Protection Association. 


dent-free driving. representing 


159.000 years of safe driving. 


Clinchfield Mfg. Co., Marion, 
N. C.. has run more than 3.500.- 
000 man-hours without a disabling 
The 


tures textiles. 


Olin Mathieson Chemical Corp. 
Electrical Div.. New York City. 
has completed more than 1,000.- 
000 without a dis- 
abling injury. About 300 produc- 
workers were 


injury. company manufac- 


man-hours William J. Stebler (right), president 


of General American Transportation 
Corp., Chicago, congratulates man- 
agement members of its Plant No. 1 
in East Chicago, Ind., on becoming 
the first group to win the company's 
highest “four-star” safety award. 
Accepting the bronze plaque for the 
plant's 2,500 workers are William I. 
Jones (left), plant general manager; 
and Frank Treadway, safety super- 
visor. Treadway named the plant's 
100% compulsory safety goggle and 
safety shoe programs as important 
contributions to the safety mark. 


tion involved. 


Perfect 


ords 


on-the-job safety rec- 


recently won company 
awards for two plants of Ameri- 
can Cyanamid Co.'s 

The 


SC¢ red 


Three Army Engineer installa- 
tions received honor plaques for Organic 
outstanding contributions to safe- Chemicals Division. Damas- 
Va., 100.000 
accident-free man-hours from De- 
cember. 1950. to the end of 1955. 


The Charlotte. N. C., 


tv from Lieutenant General S. D. 
Sturgis. Jr.. the Army’s Chief of 
The newly 

to the 


cus, plant 


initiated 


Mis- 


Engineers. 


awards went Lower 


plant re- 





WE NEED THE READER SERVICE CARD 


with a circle around No. 10 


TO SHOW YOU HOW TO KEEP COOL! 


. - » How to get more production from cooler, 
happier employees — with greater safety too! 


Lasts longer, refrigerates by simple process 
of evaporation — cheapest in the long run. 


FREE TRIAL 


@ Sample Drybrow sent FREE to any 
safety or plant official so you can 
see why Drybrow absorbs 20 times 
its own weight of water. 


Genuine 
DuPont 
Cellulose 
Sponge 


: @try our offer... Simply circle 
American Allsafe Co., Inc. Number 10 on the Reader Service 
1245 Niagara Street ¢ Buffalo 13, N. Y. Card and mail today. 
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ceived the Cyanamid Award of 
Merit for 263.985 man-hours 
worked from February, 1953. to 


January. 1956. 


Two construction firms. Peter 
Kiewit Sons and Fredericksen & 
Kasler, were recipients of a spe ial 
plaque from Industrial Indemnity 
Co.. San Francisco. Calif... for 
their outstanding safety efforts. 
The two firms established a mark 
of over 300,000 injury-free man- 
hours each. 


The best safety record in the 
firm’s 77-year history has been 
posted by employees of General 
Electric Co. It was announced that 
the 1955 disabling injury rate de- 
creased 25‘, to 2.46 as compared 
with the previous 1954 low of 
3.31. Eight departments of the 
company operated the entire year 


without a single disabling injury. 





NO PLACE TO LAND! 


MOSQUITOES, ticks, chiggers, a// 
biting insects haveno place to land when 
your workers use PELLENT. Three 
types: Ointment for regular use... 
Cream that won't sweat out, only soap 
and water will remove... Spray for 
clothing. PELLENT does not stain... 
lasts for hours! Unit 204A Ointment 
(6% oz.) ... $0.65, Unit 205AA Cream 
(2 oz. plastic) . . . $1.00, No. 320 Pel- 
lent Spray (5 0z.) 

. $1.00. Order 


from your MSco 

‘xe distributor today. 
OS Specisliad sn fist add 
Medical Supply Company 


Rockford, Ill. «In Canada, it's Safety Supply Co. 
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MQ =FOGE Lens Cleaning 


TRADE MARK REG. U, S. PAT. OFF. Tissues 
USE JUST WATER — NO CHEMICALS NEEDED 


Can Be Used on Plastic or 
Glass Lenses and Plastic Face Shields... 





w 
HEAVY DUTY y LIGHT 
| DUTY 


LEMS CLEABING STATION 
same Come ae 


Complete with 
Bottle & Dispenser Bracket for tissue 75c ea. 
Dispenser Bracket for water 65c ea. 


Water bottle with Spray Pump. .35c ea. 
4 Boxes—1000 Tissue Each Size 4%" x 1034”—$7.00 


This new, chemically treated tissue 
is low in price and does away with 
expensive chemical sprays. 


Tissues can be used several times. 


Contact your nearest jobber or 
write us for samples and literature. 
Cleans and no-fogs goggles, eye- t 

glasses and welding lenses with 


Sprayer. 
Price — $5.45 


Distributors wanted. W rite for proposition. 








the addition of water only. 11706 Kinsman Ave., Cleveland 20, 0. 











Water or oil can become a real danger under- 
foot . . . resulting in costly slips and falls. Do 
the floors, stairways, ramps and all traffic sur- 
faces on your premises provide foot-sure 
traction under all conditions? 
When you paint Sure-Foot on floors, stairs 
and manufactured products, you paint on 
protection . . . economically. One application 
covers. Sure-Foot is brush-applied . . . flows 
quickly and easily dries overnight to a 
tough, hard, non-skid surface formed by 
millions of tiny carbide crystals. Long- 
wearing. Comes in five eye-easing colors. 

PROVIDES PERFECT TRACTION 

ON WET OR DRY SURFACES 


ure-foofr 


non-slip abrasive floor coating 
FREE—Write for Sure-Foot Bulletin 3-2 


H H H 1209 N.E. Ty! 
Frost Paint & Oil Corporation sinc2 23.5 Meese 
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For Every Safety Need 


Wheeler makes a complete line of safety 
clothing to meet almost any conceivable 
requirement. Our catalog lists 675 
standard items. We also can handle the 
design and production of custom items 
to meet specific needs. Contact us 
today for all your safety needs! 





WIRE MESH ARM PROTECTOR 
New ventilated arm guard for cooler 
wear. Made of steel or monel wire 
screen with plastic binding, it is ideal 
for such work as handling glass, steel 
or wood sheets, and other 

large stock. Easy to put on 

and take off. Long last- 

ing. Can be steril- 

ized in boiling 

water. 





HEAVY DUTY BUTCHER’S APRON 
Grain leather apron. Detachable 
snap-on patch in center is easily and 
quickly replaced. Fine grain leather 
belt with adjustable 

buckle. Ideal for _ 

meat boners 
and trimmers, 
or any job where | 
abdominal in- | 
jury is possible. 


sf . 
in 


ACCESSIBLE, FAST-ACTION 
FIRE BLANKET CASE 
Metal case, strong hinge door. Fast, 
easy opening. Slanted bottom... 
blanket rolls out — 
quickly. Inspec- 
tion window... 
wall brackets. . . 
fold down handle 
attractive 
green finish. With 
or without blanket. 





SEND FOR YOUR FREE COPY 
OF THE 20 PAGE 
WHEELER CATALOG 


Full information and 
Pictures on each 
and every Wheeler 
item. Every safety 
engineer will 

need this book ! 








WHEELER PROTECTIVE APPAREL, INC. 


228 West Huron Street 
Chicago 10, Illinois 


“= WHEELER 





“More Safety P . 
ore Safety Per Dollar =f 
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with employees in these depart- 
ments working a total of 25,000.- 
000 accident-free hours. 


More than 4,000,000 safe man- 
hours of work, in a record run- 
ning from August 24, 1955, 
through February 24, 1956, have 
been chalked up by employees of 
Chemstrand Corp.'s nylon plant 
at Pensacola, Fla. The record rep- 
resents a period of 181 days op- 
erated around the clock without 
a lost-time accident by over 4.000 
employes. 


For its series of articles on traf- 
fic safety, Transgas, official pub- 
lication of Transcontinental Gas 
Pipe Line Corp., won the Award 
of Excellence from the American 
Association of Industrial Editors. 
The articles appeared in the em- 
plovee publication during 1955. 


New offices and warehouse have 
been opened in Detroit, Mich.. by 
Macwhyte Co., manufacturers of 
wire rope. The warehouse will be 
used to supplement distributors’ 
stocks of Macwhvte products in 
the Detroit area. The firm manu- 
factures wire rope at Kenosha. 


Wis. 


Walter Kidde & Co., Inc., 
Belleville. N. J., has purchased J. 
H. Scharff. Inc.. Orange. N. J.. 
and also Mohawk Electrical Mfg. 
Co., East Orange. N. J. Schraff 
fabricates fire equip- 
ment; Mohawk is a supplier for 
Schraff, 


detection 


> 
i) 


The best safety record in 2 
years was recorded in 1955 by 


American Pulley Co. There were 
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FIRE EXTINGUISHER 


For Burning Liquids 
e. Oi, Paint and 
ectrical Equipment 


Self-Sticking 
Safety Signs 


Unskilled help quickly puts up Brady 
Safety Signs—without nails, screws, 
or tools. They stick and stay stuck 
to any surface 

The signs you need are among the 
500 different Brady Self -Sticking 
Accident Prevention Signs. Wordings, 
colors, and sizes are recommended 
and approved by ASA and NSC 
Write for free samples and Catalog 
145-D 

Self-Sticking Warning Stripes are 
applied fast — right off the roll 
Stripes in 2 sealed-in plastic colors 
Outlast paint. Write for free sam- 
ples and Bulletin 143-A 


Fast delivery. Distributors in 150 


cities 
W. H. Brady Co. ay 
748 W. Glendale Ave., Milwaukee 12, Wis. 





Leg traction is simple on the 
new all-purpose stretcher 


Here's another use for the versatile new Hag- 


gard’s all-purpose stretcher kit. No matter 
what type of stretcher you now have, you 
have need for the new Haggard. Ir does all 
the things any stretcher can do, pilus many 
more. It is a complete unit ready tor instant 
> anywhere. It is so compact that it fits 

a car trunk. Lightweight, only 28” 
ounds complete with case, blanker, first aid 
supplies, and accessories. It’s such a totally 
new concept in utility, versatility and prac- 
ticality that you should investigate tt at once 
See how easy it is to store, transport, and put 
to use. See all the advanced, needed features 
that make it a combination litter, fracture 
board, traction splint, and resuscitator. Com- 
pact, convenient, complete. Ask your MSco 
distributor for a demonstration or write Med- 
ical Supply Company, Rockford, Illinois. In 


> 





Canada, Safety Supply Company, Toronto 2. 


Circle No. 53 on reader service card 


JULY 1956 © OCCUPATIONAL HAZARDS 





only two disabling injuries, total- 
ing 16 days lost, for 420 employees. 
An alert safety committee. in- 
creased use of safety devices. and 
special efforts of all employees 
were responsible for the record, 
said a company report. 


\ record of more than 1.000 
days without a disabling injury 
has been scored by the 11l-man 
furnace repair crew at the Gra- 
ham, W. Va., plant of Vanadium 
Corp. of America. Operations in- 
clude repair, cementing, bricklav- 
ing. and carbon cutting. 


Armco Steel Corp.'s ‘‘Iron 
Man.” one of the oldest safety 
trophies in the U.S., will remain 
at the company’s Middletown. 
Ohio, works for another year. 
Safety Group I at the Middletown 


Works won first place in the com- ployees of Permacel Tape Corp., 
pany-wide safety contest for the New Brunswick, N, J. 

second year in a row with a fre- ——— 

quency record of 0.35. awues 


Scoring 29114 points out of a 


possible 300, the Pittsburgh plant LONG BEACH BREAKS 
of American Brake Shoe Co. won WORLD SAFETY RECORD 
the 1955 President's Safety Trophy 

in competition with 57 other com- 
pany plants. P & G has bettered its own world record for safe 
operations in the soap and glycerine industry. On 
April 2 Long Beach factory passed old record of 
3,745,369 safe manhours. Former world mark 


was set by Chicago factory, which worked sately 
from May 19, 1949, to April 22, 1952. Long Beach's 


Employees at the Eastman | record begon January 16, 1953 
° Congratulati all Long Beach empl f 
Kodak Co. K ingsport. lenn.. ongratulations to ong ach employees for 


achieving this outstanding record! 
plant recorded more than 2.200.- 
000 safe working man-hours in a a 


period running through February. 
Procter & Gamble Co. employees at 


the Long Beach, Calif., plant were 
recently saluted on the front cover 
of the company publication, Moon- 
beams, for their world's record for 
safe operation of a soap factory. 
time accident has won the New The message also served as a goal- 
Jersey Commissioner of Labor & setting device for the firm's other 
Industry safety award for em- plant. 


An unbroken safety record of 


21, years without a single lost- 
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TARPS THAT TAKE A 
iy DRENCHING IN SPARKS 


.-eand go right on 
protecting 








This photo shows a Sta-Sare Tarp at work 
' ; in a large oil refinery where the constant 
Saghee threat ot fire demands positive protec- 
ib es q tion. Even after long use on outdoor 
“oe, ee welding jobs;.and repeated exposure to oil, 
a Wt this SraSaAFE Tarp still gives the superior 
satety required. The weather has no effect 
on its flame resistance and oil, dirt and 
greases wash right off! 


{ 


Regardless of the application, Sra-SaFt 
Welding Tarps never lose their fire 
resistance. They last longer, cut your re- 
placement costs to an absolute minimum. 


For more information, write today for 
your bulletin StaSafe Welding Tarps 


STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
597 BROADWAY 855 EAST 152nd ST. 12921 W. WASHINGTON BLYD. 
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POLY-ROPE 


Triple strand rope of polyethylene plastic; two strands 
of yellow, one of black. Attractive and high visibility. 
Immediately identifies a restricted area in that it 
carries out the standard CAUTION colors. 
TENSILE STRENGTH OVER 400 POUNDS 
NO SAG OR STRETCH 
Has high di-electric properties. Not affected by oil. 
Will not readily absorb dirt. May be easily cleaned. 


WRITE FOR BULLETIN NO. 93 


Safety Equipment for all Industrier 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET 


PHILADELPHIA 33, PA. 





Pumping 


makes sense 


Any plant improvement that reduces fire and ac- 
cident hazards certainly does make sense. That's 
the case when Tokheim High Vacuum Pumps 
are put into service. They help 

prevent spilling, slopping, over- 

filling and dripping. Operate 

on both forward and backward 
strokes—deliver 20 gallons 

per 100 strokes. Available 

with hose or spout outlets 

and other optional attachments. 

Call your dealer, your Tokheim 


representative or write factory 
for literature. 


pump many liquids 


(e) anal. Acetates « Alcohols * Aromatic Solvents 
Chlorinated Solvents+Glycols *Ketones 

HIGH VACUUM 
HAND PUMPS and Ethers + Petroleum Products & Sol- 


vents « Plasticizers * Water and Others. 


Alternate parts for special liquids 








General Products Division 
TOKHEIM CORPORATION 
DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT 
1682 Wabash Avenue SINCE 1901 Fort Wayne 1, Indiana 
Factory Branch: 1309 Howard St., San Francisco 3, California 
Canadian Distributor: H. Reeder, 205 Yonge St, Toronto, Ont. 
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Arizona Extends Benefits 
To Include New Group 


EFFECTIVE July 14. members of the Arizona Highway 
Patrol Reserve. while on duty. will be covered by the 
workmen's compensation laws in exactly the same 


way as all regular state employees have been covered. 


Coverage, Benefits, Both 
Increased in Michigan 


RECENT amendments to the Michigan compensation 
law. effective August 1. 1956. provide that the act will 
be elective for employers who regularly employ fewer 
than three workers at one time. Prior to this amend- 
ment. the act was elective for employers hiring fewer 
than four. 

Benefits in Michigan are increased as follows: 

(1) Weekly compensation payments for death (max- 
imums)——-$33. $36, $40. $45. and $51. for one. two. 
three. four. and five or more dependents, respectively. 

(2) Weekly compensation payments for total dis- 
abilitv. either temporary or permanent—$33, $36, 
S40. $45. $51. and $57. for no dependents or for one, 
two. three. four, or five er more dependents. respec- 


tively. These. too. are maximums. 


Lump Sum Maximum 

Upped in South Carolina 

THE South Carolina legislature recently amended the 
compensation law to increase the maximum lump sum 
benefits for death, total disability, and partial disabil- 
ity from $8.000 to $10,000. 


Some Excluded From 

Compensation in Mississippi 

Tue Mississipi legislature has added to its compensa- 
tion law a provision that excludes all independent con- 
tractors. especially an individual who performs services 
in the sale of newspapers and magazines under an 
arrangement with the publishers, from compensation 
henefits. 


JULY 1956 © OCCUPATIONAL HAZARDS 





Circle No. 56 on reader service card for more information 


FIRE CONTROL 


ene make qloves last. f 





times cause an overloading of 


manufacturing operations. and es / aa 
production readjustments —some- 0 [Mi - ; ~<a 
volunteers in one area or shift. oie 


leaving a corresponding group J 
understaffed. Constant vigil over r 4 How 
personnel changes. and continued BEFORE Much Will 


training of additional C. D. work- 


4 = 
ers. are absolute requirements of ’ This Reduce 
an effective emergency program. * Your Yearly 


Fire and disaster loss records 


are charted and_ analyzed GLOVE 
thoroughly at Tapco by Chief uatuen Cost? 
Minnich. Included is information RUBBER OR COTTON 

on the actual dollar loss. the 


amount of time and number of THIS IS WHAT ‘'WASH-RITE” DOES... 
men involved in combating the Throw all your dirty, worn leather, rubber or cotton gloves in our 


steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 


emergency. and the type and SEPA. set, veins, dele ated 


back to you as serv- 
iceable as new. Depending upon the gloves and their usage, 
pared in graph form. this informa- gloves are being re-claimed by us 3 to 5 times. We specialize 
: ; only in laboratory controlled re-claiming of ru 

tion helps to test the record of the y y e-claiming of rubber, leather and 
cotton gloves, aprons and clothing. Write for literature. 


amount of equipment used. Pre- 


C. D. program, and often provides 10 Years of Proven Service 


clews for new or better methods YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


of emergency control. 

Tapco is one of about 100 manu- 
facturing plants located in the 
Cleveland suburb. Chief Minnich 
is looking forward to the time 
when a central disaster plan can 





be set up for all these firms. 
Such a plan would be controlled 
hrough two-way radio communica- 
tion. much like Tapco’s own dis- 
aster program. In this way. all 
plants would have added protec- 
tion from their neighbors. and each 
would have available immediately 
reserve manpower and equipment. 
SAFE 


y AUTOMATIC 
Clean with a low toxicity TECSOLV DISTILLING 
Safety Solvent throughout your plant. OF TECSOLV 
SOLVENTS 
IN YOUR 


The completely automatic Teeter-Still PLANT AT 
saves over and over by distilli d po 

° a over y isting an MATELY 
recovering contaminated Safety Sol- ?¢ 


vents in your own plant. 


Chief Minnich is convinced that 
any plants of 250 or more em- 
ployees should and could set up 
disaster control operations similar Then re-use the solvent. 
to those at Tapco. 

Unfortunately, too many wait 
first for a “fire-proof” building 
to burn. Mike Minnich. trained 
as an athlete. learned long ago 
that a good defense is often the 
best offense. He has found that 


A GALLON 
Savings and Safety Too! 


Write for full details today! AUTOMATIC TEETER-STILL 
Please Send Complete Information on / MM ram@iite U.S. Patent pending 


] TEETER STiLL—automatic solvent recovery. 
SOLVENT VAPOR DEGREASERS. DUMONT, NEW JERSEY 


this principle applies equally well 
in a plant or in the boxing ring. 





VYTHENE the finest general-purpose solvent avail- Nome 

able today. 

-) VYTHENE D—if slightly slower evaporation is de- Title 
Sirable. 

] TECSOLV 919—economical solvent for electrical °°"?°"” 
motor cleaning and general plant maintenance. 

-] TECSOLV 204—for those tough resin and wax dis- 
solving jobs. City 


Have you shown our 
cover graph to your 


‘ ddr 
top management? chan 











“Trade mark for stabilized 1,1,)-Trichloroethane on which TECT. INC. has U. S. Patents pending. 





Circle No. 57 on reader service card for more information 


OCCUPATIONAL HAZARDS @ JULY 1956 





SAFE + CONVENIENT 
T 


DURABLE - LOW COS 


BALLYMORE 
SAFETY-STEP 
LADDERS 
ee 


a 














Ladder rolls easily on 
large rubber ball- 








bearing casters 


Casters retract under 
user's weight, legs grip 
floor firmly 











Ballymore Safety-Step Ladders are 
able in a wide variety of sizes and mod 
to meet working-height requirements 
to 11'6”. They are easily moved on r¢ 
ers, but with no danger of “kick-out 


Made of all-welded %4” 
maximum strength. Rust-resistant alur 
num coating gives a durable. 
finish. Handrails, optional on 2- 
8-step models, help eliminate fear 
accidents. Three treads available 


attract 


throu 


els 
up 


I I- 


Steel tubing for 


ni- 
ive 
gh 

ot 


eX- 


panded steel, grip steel lath, and rubber- 


clad steel plate. 


Write for specific information t 
more Company, Wayne 


SAFETY 
LADDERS 


BALLYMORE {=| 


LADDERS 
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Sippel 
SAFETY 
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Modern Research Methods in 
Biology and Medicine. 
session at Massachusetts Institute 
of Technology, July 9-20. 


gram is planned for research work- 


Summer 
Pro- 


ers and research administrators in 
the fields of biology. applied biolo- 
gy, and medicine. It will include 
a general review of the field of 
physical research, with particular 
emphasis on modern methods 
which have been developed in re- 
cent years. Information: Summer 
Session Office, Room 7-103, Mas 
sachusetts Institute of Technology, 


Cambridge 39, Mass. 


Central New York Firemen's 
Association Annual Meeting, 
Oneonta, N. Y., July 12-14. Drill 
contests and a parade will be held 
in addition to the annual meeting. 
Information: George W. Lang, 
secretary. Central New York Fire- 
men’s Association. 10 


Ave., Cortland, N. Y. 


Elwood 


Nebraska State Fire School. 
Scottsbluff, Neb.. July 15. Re- 
gional meeting and fire school. 
Information: Otto B. Johannes, 
Nebraska State Fire- 
men’s Association. 2604-12th St.. 
Columbus. Neb. 


director. 


44th National Safety Congress 
and Exposition. Chicago, IIl., Oct. 
22-26. Session on industrial safe- 
ty will be held at Conrad Hilton, 
Congress, Morrison, and LaSalle 
Hotels; traffic safety sessions at 
Congress Hotel. Complete product 


“Common industrial dust’’ magnified 35 
times. Photomicrograph by 
University of Minnesota 


but TORIT traps it 


Dust is hard on the eyes—and also 
hard to see. For instance, dust does 
not necessarily fly off grinding wheels 
in the same direction as the sparks— 
instead, it rises right into the face. 
But Torit dust collectors give you 
control over dust at its point of or- 
igin. Unitized for portability—you 
are not limited by a central built- 
into-the-building dust control sys- 
tem. Many models and sizes. See 
Sweet’s Machine Tool File or write 
today. Priced from $190.00. 


TORIT MANUFACTURING CO. 


DEPT. 808 311 Walnut Street, St. Paul 2, Minn. 











MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


This fan guard prevents hand, arm 
and head injuries. Made of a mesh 
fabric, it is washable, mildewproof, 
non-static and won't interfere with the 
norma! flow of air. 

Cover protects back and sides of 
fan as well as the front. 

Immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co. 
83 Howell St. * Rochester 7, N.Y. 
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exposition. Information: R. L. 
Forney, secretary, National Safe- 


ty Council. 425 N. Michigan Ave.. 
Chicago 11. Ill 


Washington Fire Training Con- 
ference. Everett. Wash.. July 18- 
21. Annual meeting. Information: 
Captain J. R. Cook. director. 
Washington State Firemen’s Asso- 
ciation, 1712 Harvard Ave.. Seat 


tle. Wash. 


West Virginia State Fire School. 
Morgantown, W. Va.. July 23-27. 
Annual meeting and fire school. 
Information: R. E. Hanna, Jr.. 
supervisor. Fire Service Extension 
Schools. West Virginia University. 
Morgantown. W. Va. 


29th Annual Maine State Safety 
Conference. Marshall House. 
York Harbor, Me., Sept. 15-16. 
Sections devoted to industrial 
safety. Information: Arthur F. 
Minchin, secretary. Dept. of Labor 
and Industry, State House, Augus- 


ta. Me. 


84th Annual Meeting, Ameri- 
can Public Health Association. 
Convention Hall, Atlantic City. 
N. J.. Nov. 12-16. Approximately) 
75 sessions will deal with various 
public health activities, both in 
the administrative and_ scientific 
sense. Some 4.000 public health 
workers are expected to attend. 
Information: Dr. Reginald M. At- 
water, executive secretary. Ameri- 
can Public Health Association. 
1790 Broadway. New York. N. Y. 


International Sanitation Main- 
tenance Show and Conference. 
New York Coliseum, Oct. 14-16. 
Information: William S. Orkin. 
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managing director, Orkin Exposi- 
tions Management, 19 W. 44th St 
New York. N. ¥; 


7th Annual National Noise 
Abatement Symposium. Hotel 
Sherman, Chicago, Ill... Oct. 11-12. 
Meeting deals with a discussion of 
noise problems and acoustical de- 
velopments. Information: Illinois 
Institute of Technology. 35 W 
s3rd St.. Chicago 16. Ill. 








Hot-box detector... 














Pointing the Way 


to More Effective 
Safety Promotion 





*REG. 


Regularly changed messages on a Wagner Endur- 
onamel* Board are the answer to more effective safety 
selling. Shown is an installation for Sealed Power Cor- 
poration, Muskegon, Michigan, which includes 30-foot 
panels on each side of an overpass. 


The coupon will bring you literature which will illustrate how many 
industries are using this new device. 





357 S. Hoyne Avenue 
NAME 


WAGNER SIGN SERVICE, INC. 


Chicago 12, Illinois 





FIRM 





STREET. 





CITY & STATE 
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RIGHT OFF THE DOCKET 


: 
¥: a 
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Too Many Stories— 
Compensation Denied 


UNFORTUNATELY for Sidney Aukoin, he was unable to 
give a straight story regarding the injury for which 
he sought compensation. 

Aukoin worked for the Golden Bakery in Lake 
Charles, Louisiana. He alleged that he was injured 
on January 3, 1955, by reason of muscle strain or a 
tissue injury in his lower back. However, Aukoin 
gave several conflicting versions of the accident, on 
various occasions. He said it occurred (a) when pick- 
ing up three or four trays, or (b) 15 trays, or (c) a 
tray loaded with bread, or (d) when stooping or bend- 
ing to do so, 

Two co-workers denied that any accident occurred. 
and testified that the morning before the day of the 
alleged accident, Aukoin told them he felt bad and 
would go to a doctor later that day. The doctor who 
treated Aukoin on January 3, testified positively that 
Aukoin told him the accident had occurred on Janu- 
ary 2. 

Aukoin’s attorney told the court that these incon- 
sistencies were due to the fact that the co-workers 
were still employed by the defendant and wanted to 
protect their jobs, and that Aukoin’s conflicting ver- 
sions of the accident were due to his inability to speak 
English well and to the necessity of his testifying and 
having his history taken by an interpreter. 

The Louisiana court, however, ruled for the de- 
fendant, stating that it had no reason to question the 
credibility of the co-workers’ or the physician’s tes- 
timony. 

Claim disallowed. 

Aukoin v. J. H. Baumgardner: Court of Appeals of 
Louisiana, February 3, 1956. (85 So.2d 383) 


Was This Man 
Under Control? 


CONTROL is the keynote in determining whether an 
employer-employee relationship exists. And whether 


Joseph Koktavy was under the control of anyone when 


TT TREE EET Bi 


ao 


3% 


he was injured was the determining factor in his right 
to a compensation award, 

Koktavy. while employed as a linotype operator, was 
a member of the volunteer fire department of New 
Prague, Minnesota, for over 26 years, and received 
some pay for these duties. 

The duties of the volunteer fire department included 
the firing of aerial bombs at civic functions such as 
parades and football games. 

On the day in question, a bond rally was taking 
place in New Prague, and the mayor of the city re- 
quested that the volunteer firemen fire aerial bombs 
in connection with the rally. Koktavy was instructed, 
by the volunteer fire chief, to ignite the bomb on this 
particular occasion. Upon receiving the signal from 
the mayor, Koktavy lit the fuse. The bomb burst into 
flame, and a piece of the casing struck Koktavy’s left 
leg, seriously injuring it. As a result of the accident, 
amputation of the leg was required. 

Before awarding compensation, the court had to 
determine that an employer-employee relationship 
existed between Koktavy and the volunteer firemen. 
Under the laws of Minnesota, volunteer firemen come 
within and are entitled to benefits of the compensation. 
Although the element of pay is an important factor in 
determining whether the employer-employee relation- 
ship exists, the test is the right of the employer to 
control the employee in the performance of his duties. 

There was no question that the volunteer fire chief 
retained the specific right to authorize Koktavy to fire 
the bomb, and to control him in doing so. 

Claim allowed. 


Koktavy v. City of New Prague: Minnesota Supreme 
Court, March 16, 1956. (75 N.W.2d 774) 


Was He Employee 
Or Contractor? 


Wart was Glen Maxwell Smith’s position with Ivan 
Tors Productions—that of an employee or of an inde- 
pendent contractor? Smith was a highly skilled tech- 
nical advisor in the production of motion pictures. 
He had conceived an idea for a story which he 
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Why not stop this waste with a safety shoe program? 


You can now get maximum toe protection and com 
fort afforded by the new improved: WINGUARDS 
in your safety shoes .. . ranging from the finest 
dress oxfords to heavy duty work boots 


» 


COMPAN Y 


812 STATLER BUILDING 
BOSTON 


SHOES WITHOUT SAFETY STEEL TOES 
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@ With the tamper-proof CHICAGO portable 
watchman’s clock you get a definite, permanent record 
of your watchman’s activities. That's why the 

simple, economical CHICAGO WATCHCLOCK 
System is approved by THE UNDERWRITERS’ 
LABORATORIES and by THE 

FACTORY MUTUALS rs 

LABORATORIES for 


Increased Protection 
Against 
FIRE 

THEFT 
SABOTAGE 


Users of the CHICAGO 
System earn Reduced 
Insurance Rates 


The CHICAGO WATCHCLOCK ~ 
System quickly pays for itself! 


“The first—and still the first!” 
CHICAGO WATCHCLOCK 


@ DIV. GREAT LAKES INDUSTRIES, INC. 
’ 1532 South Wabash Avenue, Chicago 5, Illinois 
Offices In Principal Cities 


Write today for FREE 
FOLDER of illustrated details... 

tells why the CHICAGO WATCHCLOCK is in a 
class by itself... how the CHICAGO System 
can be installed in a few hours by any work- 
man with no tools other than a screwdriver. 
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sold to the producers, and was employed by them as 
technical advisor and associate producer for a science- 
fiction movie entitled, “Riders to the Stars.” 

As part of his duties, Smith constructed a V-2 type 
rocket which was to be used in the motion picture. 
While he was delivering the rocket to the movie set, it 
was damaged, and the producer instructed Smith to 
\ small 
acetylene gas torch Smith was using exploded, and he 
received multiple injuries. 


take it home and repair it in the evening. 


Smith sought compensation from the producers, 
alleging that his injuries arose out of and in the 
course of his employment. The movie studio de- 
fended the action, stating that Smith was an indepen- 
dent contractor. not an employee, and thus not entitled 
to workman’s compensation. 

The court agreed with the studio. It said that 
where one possessed of surpassing scientific or artisti: 
accomplishments is engaged to furnish his talent in 
the service of another who is wholly devoid of knowl- 
edge or experience in the matter, it would seem in- 
congruous to construe that his genius was to be 
subordinated to direction and control, 

The court further ruled that Smith was required to 
furnish ideas, material, and advice and to give. rather 
than receive, instruction. His services could not be 
dispensed with without payment of full compensation. 
and he was engaged under a contract making no pro- 
vision for deductions for unemployment insurance. 
social security, or withholding tax. These factors char- 
acterized him as an independent contractor. 

Claim disallowed. 

{rgonaut Insurance Exchange v. Industrial Accident 
Commission: California District Court of Appeals, Feb 
ruary 28, 1956. (293 P.2d 874) 


Was Murder Due 
To Insanity Compensable? 


CiypE DecKER met his death at the hands of a co- 
worker named Schultz. Schultz, although apparently 
deaf and dumb, was Decker’s superior in the engrav- 
ing plant where they had both worked, side by side in 
the same room, for about 10 years. 

Decker was able to communicate with Schultz by 
sign language, and orders to Schultz from his su- 
periors were customarily relayed. through Decker. Al- 


though the two men were apparently friendly, there 
had been some friction between. them, and at one 


point Schultz had written a note to his boss complain- 
ing that Decker was not turning out enough work. 

On the morning of November 8, 1954, shortly after 
the two men had arrived at work, Decker complained 
to a foreman that Schultz had hit him. While Decker 
was talking to his foreman, Schultz walked over to 
Decker with a revolver in’ his hand and shot and 
killed him. 

The foreman asked Schultz why he killed Decker. 
and was astonished when Schultz replied, “You know 
damn well why I did it.” 
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This was the first time that he. or any other em- 
ployee. had ever heard Schultz speak a word. 
Decker’s widow sought benefits arising from th 
slaying of her husband. alleging that his death was 
work-connected, Kvidence disclosed that Decker had 
no social contact with Schultz whatsoever: so the court 
inferred that the animosity of the slayer would neces 
sarily have to be work-connected. The most reason- 
able inference, ruled the court, appeared that the 
incident was an outgrowth of Schultz’s delusions. 
which centered themselves around Decker because of 
his prominence in the activities of the insane slayer. 
It was only because of the employment. said the court 
that these men were brought together. and that this 
situation was created. 
Claim allowed. 
Pacific Employers Insurance Cor 
Commission: California District Court 


ruarv 16, 1956. (293 P.2d 502) 


Getting Away From 
Rain May Be Compensable 


\ QUESTION which often arises is whether injuries re- 
sulting from acts purely personal to the employee are 
compensable, Such was the case when Dorsie Walters 
struck his head on an iron beam while attempting to 
obtain cover from a driving rainstorm. 

Walters was a brakeman on a motor train which 
the Blue Diamond Coal Company ran outside its 
mine. While he was working in the switch yard. a 
hard rain came up. and Walters. who was in his shirt 
sleeves. ran to his employer's warehouse to secure a 
piece of wax paper as he often had. to put over his 
shoulders as a raincoat. The warehouse was a low 
open building with an iron beam under the roof about 
five feet from the ground. Walters did not stoop low 
enough. and his head hit the beam. causing his total 
and permanent disability. 

The employer contended that at the time Walters 
was injured, he was doing nothing he was directed and 
employed to do, but simply was securing the wax paper 
for his own personal comfort. He had departed from 
his employer-employee relationship and. therefore. 
said the coal company, the accident did not arise out 
of and in the course of his employment, 

The court thought otherwise. There was no break 
in the claimant’s employment merely because he lefi 
his work momentarily and ran a short distance on his 
employer's premises to seek a garment to protect him 
from the rain so that he could work more comfortably 
and efficiently. Acts necessary to the comfort and con- 
venience of the employee while at work, though strictly 
personal to himself and not acts of service, are inci- 
dental to the service, and injuries sustained in the per- 
formance of such acts are determined to have arisen 
out of the employment. 

Claim allowed. 

Blue Diamond Coal Company v. Walters: Court of 
Appeals of Kentucky, March 2, 1956. (287 S.W.2d 921) 


Continued on page 66 
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TANK CAR is easily freed of fumes 
for workers’ safety 


KEEP AIR 
FRESH 


in confined places 
with COPPUS 


Design sé CHEMICAL STILL is here venti 


lated while being repaired. 


A’”’ Ventilator 


Improve workers’ safety — health— comfort — efficiency. Get 
rid of dangerous gases, fumes, stagnant air. Coppus Design “A” 
Ventilator ventilates tanks, tank cars, drums, vats. underground 
cable manholes, pipe galleries, airplane wing compartments, 
fuselages. For complete information, write Coppus Engineering 
Corporation, 307 Park Ave., Worcester 2, Mass. Sales Offices in 
Thomas’ Register 
Other “Blue Ribbon’’ 
Products in Chemical 
Engineering Catalog, 
Refinery Catalog, Best's 
Safety Directory and 
Mining Catalogs. 


ANOTHER 


COPPYs 


“BLUE RIBBON” PRODUCT 








DEPT. M 920 N. GARFIELD AVE, e 


SOLVE YOUR PLANT 
SMOKING PROBLEMS 


with SPLG dunking stations 


CIGARETTES, 
CIGARS, MATCHES 
IMMEDIATELY EXTINGUISHED 


Like 60% of the leading U.S. industries, 
you, too, will find that safe and economical 
SIPCO Dunking Stations prevent fires — pro- 
mote good housekeeping on the job. No smol- 
dering — no fire hazards! Built specifically for 
hard industrial use, and abuse, and will last 
a lifetime. 


UNIT No. 1— Heavy cast alu- 
minum canister, attractive 
metal sign, upright heavy 
7 ] opt ’ A 
porte weighted base. 42” high, wt. 
put "EM HERE 25 Ibs. 


UNIT No. 2—Same as above 
except without upright and 
base. For mounting on walls, 
columns and posts, wt. 5 Ibs. 


UNIT No. 3—Canister alone 
with mounting bracket. 


cMOKEp, 


PEORIA, ILLINOIS 
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DOCKET [win Falls, Idaho; and one in audit the books, It was on one of 
ee Nampa, Idaho. these visits that Beebe’s fatal in- 

Beebe managed the Twin Falls jury occurred. 
home, where 70 elderly patients After checking the books one 
Personal Flight — were being cared for. He lived day, Horton and Beebe went to 


with his family in a small house the local airport and rented a 
No Death Benefits . ~ scan 

to the rear of the nursing home. plane for one hour of local flying. 
THERE WAS no question but that Robert Horton, son of one of Horton, a licensed pilot, was at 
Wayne A. Beebe was on 24-hour the partners, was auditor for all the controls. 





The weather condi- 
call for his employer. Beebe was five homes in the system. As such, tions were excellent. While the 
employed by the Horton Nursing he was in a supervisory capacity two 


men were flying near the 
Home System, a partnership, own- over the managers. As part of Twin Falls Nursing Home. the 


ing and operating five nursing Horton’s duties, he periodically plane went 


into a spiral and 
homes—three in lowa: one in came to the Twin Falls home to 


crashed, killing both occupants. 


Beebe’s widow brought an ac- 





tion for death benefits. urging 


that since her deceased husband 


on wit had been on 24-hour duty and his 
WMUFT sy AIR (igreis| 


places outside the premises of the 
nursing home, the fact that he 
VACUUM SHEET LIFTE RS was killed of the premises did 
Agama ~_e ; segs ” — “in , not place the accident outside of 

. VF id 7) Se 2 seats - : his employment. 
sais e a wae The Idaho Supreme Court did 


ah - am not agree. Beebe’s work. it said. 


did not create the necessity for 





an hour's airplane flight. nor was 
this flight reasonably connected 
with his occupation as manage 
of a nursing home. There was no 
evidence. ruled the court. that the 
flight was anything but a personal 
trip. 
Claim disallowed. 
Beebe v. Horton: \daho Supreme 
Court, February 7, 1956. (293 
P.2d 661) 


Model No. 2830-RO Safe Working 
8-Cup Littell Roll-Over Sheet Lifter handling 2,000 


Ib. aluminum airplane wing with overhead crane Conditions Required 


in aircraft plant, One man operction. 


GLEN GUNTER, a switchman for 
re roll-over and ghd mga the Atlantic Coast Line Railroad. 
aluminum, ingots, glass, plywoo Oxes, . ae . > Feder: 
cabinets sugeae walght~ BY AIRi brought ac tion unde r the Federal 
Employees Liability Act to. re- 


Single and multi-cup models available for cover for injuries suffered when 


various weight loads—for operation with : : : ; ; 
overhead alll alighting from a moving freight 








car in order to throw a_ switch. 
Gunter’s action was predicated on 
the idea that the railroad had 

negligently failed to furnish him 
Model No. 122550 


eles ibtaatt Shean 434 with a safe place to perform his 
' v ' e ter 
with movable shackle bolt. Per- : we work as a 
mits object to be lifted in vertical : - . ° . . 
or horizontal position. One mon 4 In his evidence, Glen Gunter 
operation. Model No. 14-00 
4-Cup Littell Sheet Lifter handling sheet ° ° r 
write f steel. Adjustable cup centers from 18”- jumping ‘from the slowly moving 
rite for 24” in width; 36”-60” in length. One car to throw the switch at the 
FREE Catalog! man operation. ss We . 


proper time. On the occasion of 
F. Jc LITTELL MACHINE CO. his injury, however, at the point 
4171 RAVENSWOOD AVENUE where it was necessary for him 
AIR-VACUUM DIVISION « ; ’ 
CHICAGO 40, ILLINOIS to alight, the roadbed was rough 
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brought out the necessity of his 
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Comfort-Bridge Spectacle-type 
Goggle No. 374 


at Spectacle-type Goggles 
... for safety, comfort, styling, and durability 


Sideshield 
CESCO Comfort-Bridge Spectacle-type Goggles are 
impact-resistant, strong, and durable. The comfort bridge 


makes for greater wearer comfort and is an important safety 
factor. Bridge pads are offered in a choice of rigid or flexible 
plastic. Sideshield models (illustrated) afford extra protec- 


oe tion from objects striking from the side. 
Spectacle No. 370 


Other CESCO models which have proved valuable in 
all types of industrial use are shown. For complete 
information and prices on the complete CESCO line, 
we invite you to contact your nearest Distributor. 


Send for this catalog. 


CHICAGO EYE SHIELD COMPANY « 2308 Warren Boulevard, Chicago 12, Illinois 


OFFICES IN: Atlanta, Baton Rouge, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, 
Columbus, Dallas, Denver, Detroit, Houston, Kansas City, Knoxville, Little Rock, Los Angeles, 
ansparent Louisville, Mexico City, D.F., Milwaukee, Montreal, Orange, Peoria, Philadelphia, 
eshield Goggle Pittsburgh, Salt Lake City, San Mateo, Spokane, St. Louis, St. Paul, Toledo, Tulsa 
385 
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because the railroad had placed 
chunks of rock for use as ballast 
when the track was reconstructed. 
Gunter, to bolster his case. brought 
in evidence of other nearby acci- 
dents sustained because of a sim 
ilar situation. 

The railroad contended that th 
accident was caused by the negli- 
gence of the switchman when he 
jumped from the moving car. 

The court went along with 
Gunter’s contention, stating that 
it was usual and necessary for 
switchmen to board and _ alight 


from moving freight cars in the 
manner in which Gunter perform- 
ed his duties and that the railroad 
negligently failed to keep the 
roadbed reasonably safe so that 
employees could perform these 
duties. 


Judgment for employee 


Atlantic Coast Line Railroad 
Company v. Gunter: United 
States Court ol Appeals, Fifth 
Circuit, February 13, 1956 (229 
F.2d 842) 





with a ; 
precision built 


gate .----0°°°" 
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Adjuster's Settlement 
Too Small 


C. E. DuNN was totally disabled 
on his job. In his’ physician’s 
opinion, surgery was necessary; 
and the doctor declined to give an 
opinion as to the prospects of 
( omplete recovery, 

Dunn was also examined by his 
employer's doctor. A few days 
later the claim adjuster for his 
employer's insurance company 
went to see Dunn, told him he had 
checked with the doctor, and said 
that he would be back to work in 
six weeks. The adjuster then had 
Dunn sign an agreement which 
provided for a total release of all 
claims upon payment of $25.00 
per week for the six-week period. 

Dunn brought an action to have 
the agreement set aside alleging 
that the adjuster had induced him 
to sign by fraudulent misrepre- 
sentation. Evidence disclosed that 
Dunn was unable to read without 
his glasses and that the adjuster 
did not read the full agreement 
to him. Dunn claimed that he 
did not know that he was signing 
a_ release. 

The court found that Dunn’s 
claim for injuries was meritori- 
ous, that his injury was serious. 
and that the sum paid by the in- 
surance adjuster was unconscion- 
ably small for the degree of injury 
which he sustained. 

The agreement was therefore 
set aside. 

Travelers Insurance Company 1 
Dunn: United States Court of 
Appeals, Fifth Circuit, February 


2, 1956 (228 F.2d 629) 





REHABILITATION 


ALTHOUGH Jim Roach, an em- 
ployee of Buckeye Cotton Oil Com- 
pany, lost both hands in an in- 
dustrial accident in 1948, he still 
plays a good game of golf. 

Last year Buckeye held a golf 
tournament, and fellow employees 
decided Jim should enter. They 
took a No. 1 iron and refitted it 
especially for Jim’s use. In spite 
of a six-year layoff, Jim shot a 
good game with his single club. 

He now regularly shoots in the 
40’s on a par-34 course. ® ® 
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noise levels and comfortable 
noise levels. 

Hard-wheeled lift trucks, mov- 
ing frequently over steel or con- 
crete floors, can build up what one 
plant engineer told us was “an 


In New York State, occupational 
hearing loss has been recognized 
by court decisions in two cases: 
Slawinski v. J. H. Williams & 
Company (298 N.Y. 546) and 
Rosati v. Despatch Shops, Inc. 
(298 N. Y. 813). The workmen's 
compensation act permits a maxi- 
mum of 150 weeks of benefits for 
complete loss of hearing in both 
ears; partial loss is compensated 


for on a percentage basis. 


Leland W. Hill, consultant for 
the New York Workmen's Com- 
pensation Board, told Occupa- 
tional Hazards on April 12, 1956, 
that ‘a number of actual claims 
may be regarded as _ pending, 
since claimants in these cases are 
still employed in the noisy en- 
vironment, and medical opinion 
has not as yet established the de- 
gree of permanency of the de- 
fects." 


New York law provides for weekly 
benefits amounting to two-thirds 
of average pay, with a maximum 
of $36. There is no limit on med- 
ical expense. 


unholy racket.” The problem can 
he solved pretty well in either of 


two ways: equip the lift trucks 
with rubber tires, or use resilient 
flooring. 

Resilient flooring comes 
many types, made of many mate 
rials. Often. spe ial flooring used 
in certain heavy traffic areas. or 
special flooring used under nosy 
machines, will solve a perplexing 
sound problem. The exact kind of 
flooring needed varies with the 
individual plant, and no general 
recommendations can be made 
here 

Where comparatively low land 
prices prevail—small towns, for 
example it’s possible to reduce 
plant noise very substantially (by 
10 decibels or more) by spreading 
the plant out over a larger area. 
This method of noise-reduction 
obviously is of greatest value in 
the field of public relations—by 
spreading the noise, it prevents 
complaints from neighbors about 
the racket of plant operations. No 
compensation claims are involved 
here, but the possibility of nuis- 
ance suits is a strong one. 

Some managements are begin 
ning to select new machines on 
the basis of the amount of noise 
they make, provided machines of 
comparable productivity can be 
tested. This movement in itself is 
certain to bring machine tool 
manufacturers more and more into 
the noise picture: they'll have to 
design greater quiet into their 
products if they want to stay in 
business. 

\ safety man can do little about 
the machine design on his own 
hook. He can, however, insist that 
the machines purchased by his 
company stay (if at all possible) 
within the safe limit of 90 decibels 
of sound output. If extra-noisy 








Shut Out NOISE 


WITH THE SMR 


EARSTOPPER 


Soft, comfortable, resilient, the SMR _ EAR 
STOPPER adjusts itself to all shapes, turns and 
movements of the ear canal, Wil! not slip out 
of the ear. Has a long life and is reasonable in 
cost. Furnished in a plastic case. Forty-five cents 
per set in quantity lots 


Control NOIGE 


in Your Plant 


Eliminate the hazard of 
noise, and increase the effi- 
ciency of factory personnel! 


by controlling noise. 





Shown here is an office for 
a plant foreman. It is de- 
signed to exclude noise. It 
can be moved. Fabricated 
of 20-gage steel perforated 
inside and solid outside; 4” 
thickness using Acoustikill 
sound absorbent, packed 
514 pound density: can be 


constructed any size. 


In addition to offices, Mid- 
west Noise Control also 
builds test rooms, test cells, 
barriers and hoods. Our 
Noise Engineers will be 
glad to discuss your noise 
problems with you. Protect 
yourself against the haz- 
ards of noise. Call GLen- 


dale 6841, or write 


MIDWEST NGF - conrzat 


SURGICAL MECHANICAL | SMR Pr nee 
RESEARCH INC. 


1905 Beverly Bivd., L. A. 57, Calif. 


Free sample when requested 


on company stationery. INDIANAPOLIS 20, INDIANA 
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Announcing 


the M-S-A SOUNDSCOPE 








Safety engineers and industrial hygienists faced with the 
task of measuring and analyzing noise conditions are 
quickly recognizing the contributions of the M-S-A 
Soundscope. With this single instrument they can plot 
the answers to (1) overall sound pressure levels, (2) 
sound pressure levels of components in octave bands 
throughout the audible spectrum, and (3) sound pres- 
sure levels in bands narrower than whole octaves. 

This unit, based on a design developed for Mine 
Safety Appliances Company by Allison Laboratories, 
Puente, California, meets pertinent specifications of 
the American Standards Association for Sound Level 
Meters and Analyzers. 

The overall Sound Level Section covers the range of 
24 to 150 decibels. Overall attenuation can be varied 
through a range of 110 db. in 10 db. steps. The Analyzer 
Section, controlled by coupled knobs, measures sound 
levels in each of the seven octave bands from 75 to 
9600 cycles. Analyzer attenuation can be varied through 
the range of 40 db. in 10 db. steps. The Narrow Band 
Analyzer function utilizes a set of continuously variable 
high and low cutoff filters. Knob control provides set- 


j 


Call the M-S-A man on your every safety problem 
..» his job is to help you 


“ 

\ 
ip 4 
- 


‘ 


ys 


A precision instrument 
that combines the 
functions of 


®SOUND LEVEL METER 
e®OCTAVE BAND ANALYZER 
®NARROW BAND ANALYZER 


in a single compact unit, 
with self-contained 

power supply and integral 
electrical and acoustical 


calibration 


tings of constant percentage band widths for fine analysis. 
The compactness and extreme portability of the 
M-S-A Soundscope make it ideal for applications re- 
quiring many readings at different locations, as in the 
plotting of noise-level contour maps. 
Our new bulletin gives complete information. Write 
for a copy. 


Fabric luggage cover with shoulder straps provides protection 
..» facilitates carrying. 


> MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, Pa. 


At Your Service: 76 Branch Offices in the United States 


a 


MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 

Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, Sydney, N.S. 

Representatives in Principal Cities in Mexico, Central and South America 
Cable Address: “MINSAF” Pittsburgh 
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Circle No. 74 on reader service card 


ne of the most powerful weapo. 


= SOLVES 
in the fight against occupatior 
hearing loss. 


These protectors are oO many c 1S _pecntans 
kinds. Some are plugs 3 © 
muffs; still others are 
construc ted as to allow passage o ' 
human speech while reducing the noe  e $3 
amount of general noise that is Lee Sonic EAR-VALYV 
— oe : ene va - MECHANICAL hearing protector 
ers to understand oral orders: they 

celeron c NOT AN EAR PLUG 


Why make yourself deaf to protect 
your hearing? You don’t make your- 
self blind to protect your eyesight! 


iren t intended to shut off hearing 
. iltogether. but simply to cut nois 

EAR MUFFS have been successful at exposure to safe levels. 
the Dallas, Texas, plant of Chance Lockheed. 
Vought Aircraft, Inc., in letting em- 
ployees work directly beside jet en- 
gines during run-up tests. Without 
ear protection, deafness would be 


Boeing, and other 
aircraft manufacturers have found 
various types of ear protectors 
effective even under the truly 
produced quickly. terrific noise involved in jet engine 
tests—up to 150 decibels or more. Inner valve actuated by sound pressure 
; automatically controls sound entering ear; 
In hammer shops ind in riveting removes harm from noise without interfering 
areas, ear protectors of some sort with conversation or normal air circulation. 
ire “musts.” INSURES AGAINST HEARING LOSS 
EFFECTIVE AGAINST ALL HARMFUL NOISE 


© A SUPERIOR SAFETY DEVICE 

e IN EFFECT, A PROTECTIVE EAR DRUM 
isolate them with acoustic curtains. dangerous. It doesn’t do the nec- © TINY, COMFORTABLE, DURABLE 

® EASILY CLEANED . . . NON TOXIC 
® RECOMMENDED BY EAR SPECIALISTS 


machines are the only ones avail- 
able. the safety man and produc- Plain cotton is not one of those 
tion staff can work together to *musts.”” ( otton is downricht 


portable screens, or even full en- essary job. It neither muffles the 


losures noise suthcien n provides the 
— > , ciently OF PFOVIEs th Send for FREE literature 


in a wide variety of tests—both in think it gives. No “home-made” SIGMA ENGINEERING C0. 
laboratories and on the job—to be protection takes the place of well- 1491 Vine St. Los Angeles 28, Calif. 


Kar protectors have been found comfort some workers seem to 








NOISE from air, steam 
and gases discharged 
get a to atmosphere 


P GRANET ob-prove 
SU re, caewes to work in dl shiek. PULSATION Tal 


for complete h ind protection ° F t d 
safe grip and maximum wear per dol- pipelines create 
lar. Palm coated or fully f 
rges Ttrom 
coated with neoprene, (t by ws ) 
ny) tough rubber or — “¥ Ss i ale tial 
sure grip. Ypes an styles » - 
specifically made for every a a compressors, 
jobs rag a handling caustics ( C. Y blowers, 
Oo rough castings 
Ya) “ii etc. 
e Immediate delivery of \ y ith 
wit GRANET gloves is available wit 
from distributors through- aa 
GRANET out the country. To make 
the GRANET Wear Test in 
your own plant, write for BURGESS - MANNING SNUBBERS 


sample gloves today, stating 


conditions of use They are engineered to effectively correct your specific 


noise and pulsation problems. You will profit through 
better neighbor and employee relations and avoid 
compensation claims. 


Write for full information. 


THE GRANET CORP hal MANNING COMPANY 


23 LORING DRIVE 771 East Park Avenue, Libertyville, Illinois 
FRAMINGHAM, MASS ics Dalles, Texas 
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Specialty Safety Products 


Protect your Valuable 
AO “ULTRASCOPIC” 
Safety Glasses from 
Pitting and Scratching 


with... 
AO FITS-ON Goggles! 


To accommodate the P7 or ultrascopic design of 

AO F5100 (metal) and AO F9500 Series (plastic) 

safety glasses, we have developed two new 

Fits-On Goggles. The clear lenses of Fits-On 

Goggles can be replaced easily and inexpensively 

savings can be appreciable. These goggles are 
lightweight, comfortable, inconspicuous 

they do not detract from appearance and are put 

on and off in a jiffy. They fit both side shield and non 

side shield spectacle safety glasses. 4 eye sizes — 42, 

44, 46 and 48mm. No. 21W Fits-On is for our F5100 

Series, No. 22W for our F9500 Series. Both Fits-On 

Goggles are available with ground and polished 


Meniscus lenses, either clear or Calobar. Attractive case supplied. 








It’s Adjustable! 
AO 372-14 Straightaway Sound Protector 





Manual adjustment knob permits wearer to control pressure as 
harmful industrial noise increases or decreases a comfort fea- 
ture. Protector covers jawbone opening. Excellent for low and 
high frequency noise levels. Durable Neoprene rubber covered 
metal spring type head 
band. Dielectric, vinyl 


sponge ear cups provide A @ ‘ $ 
complete ear seal. Easily merica n ptical 5) Your nearest AO Safety Products 
PRODUCTS C 


sterilized. Many other fea 


tures. Write for literature Wo) SAFETY DIVISION Representative can supply you 


SOUTHBRIDGE, MASSACHUSETTS « BRANCHES IN PRINCIPAL CITIES 


Circle No. 75 on reader service card for more information 


JULY 1956 @ OCCUPATIONAL HAZARDS 





made by 
BELTONE HEARING AID COMPANY 
World’s Largest Exclusive Manufacturer of 
Audiometers and Hearing Instruments 


2900 West 36th Street, Chicago 32, Illinois 


ie be saclliel weogwem », 


industrial hearing conservation 


Experts agree that the first step is pre-employment 
measurement of hearing. It is just as important 

as pre-employment measurement of height, weight, 
blood pressure or eyesight to determine a prospective 
employee’s fitness for a specific job. 


More and more progressive companies are now 
setting up a program of Industrial Hearing 
Conservation. They recognize that it is vital to 
protecting employers and employees from the 
effects of noise. 


These companies have taken the first step by 
establishing a program of pre-employment 
measurement of hearing. To do this accurately, easily, 
economically, more and more of them have selected 
the portable Beltone Audiometer. 


Why so many experts prefer the 


ZBellone ASDIOMETER 


e@ Precision Accuracy e Low initial cost 
e Ease of Operation e@ Low service cost 


e Trouble-free e Light Weight— 
Performance only 11 Ibs. 


free 
brochure 
reveals al! 
the facts 


Audiometer Division, Beltone Hearing Aid Co., Dept. 9-035 
2900 West 36th Street, Chicago 32, Illinois 


Full information, please, on Beltone Audiometers. 
Name 


Address 


Town : . : Zone State 
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Circle No. 77 on reader service card 


NODS designed and properly fiited ear 
ear defenders. THANK YOU! 


It takes a salesman—even if he’s In addition to those credited 


a plant nurse, an industrial physi within the article itself, these 


cian, a foreman, or a safety engi- sources contributed — technical 


neer—-to convince some employees data, drawings, or illustrations: 
Industrial Hygiene Foundation; 
American Public Health Asso- 


ciation: American Industrial 


that ear protectors are necessary. 
Welders had to be sold, a vood 


many years ago, on how much Site “Resta ‘Shula 


States Navy; United States Air 
give them; now, workers in many Force (Wright Air Development 


protection welding helmets could 


different jobs need to be convinced Center) ; Pennsylvania State 
that ear protectors are just as im- College; Acoustical Society of 
portant to them as helmets are to America; National Safety Coun 
welders. There’s no reason why cil; Wisconsin Industrial Com- 
mission; Cleveland Hearing & 
Speech Center; Employers Mu 
tuals of Wausau; Bolt, Beranek 
& Newman, Inc.; Allied Witan 


Company; General Radio Com 


this second campaign shouldn't be 
as successful as the first one. 
Lockheed’s big plant at Glen- 
dale, California, took many months 
to tell its workers about the ad- pany; Sigma Engineering Com- 
vantages to them of wearing eat pany; Elof Hansson, Inc.; Cor- 
protectors. Gradually, about 60% lett-Turner Company; Mine 
of the employees began wearing Safety Appliances Company; 
the protectors voluntarily. Finally, Bemis Brothers Bag Company; 
NODS have been the choice of Lockheed went into its present do- Libby-Owens-Ford Glass Fibers 
of repeat users since 194 it-or-else program, which provides Company; American Optical 


: . Comps ; Beltone e% 9 ( 
for days off without pay for work- mpany; Beltone Hearing Aid 


es If you have a noise trouble 
for free samples for your personne ers who won't or don’t wear pro- 


Kenneth Wade Company 


186 FIFTH AVE. 
NEW YORK 10, N. Y. 


Company; Maico Company; 
Midwest Noise Control. 








tectors in noisy areas. @ @ 











STOP 
SCREW 
MACHINE 
NOISE 





© Equally efficient for round, 
hex, square or irregular 
shaped stock 

© Easily installed — long- 
wearing — low cost 








THE SAFE WAY 


Raise employee mo- "Susie Spindle BEG aasunal to change lamp bulbs 


rale, reduce fatigue, im- with C-T Silent Stock Tube 


prove efficiency and increase . ; 4 C : 
production by installing C-T ‘AY with M GILL adaptable 


a\ 2 





2N 
2 vers 
Silent Stock Tubes — the iis - 
most efficient bar stock noise ] f lamp changers 
eliminators ever developed ‘ 
C-T Silent Stock Tubes pay - You keep your feet on the ground even when 
for themselves many times @ you're changing lamp bulbs up to 30 feet above 
over. Offered as standard the floor with the McGill Adaptable Lamp 
or optional equipment on - ; Changer. Lightweight steel pole is furnished in 
leading multiple spindle | 5’ insulated sections that lock together securely 
automatics. C-T Silent Stock Tubes » <p by spring-actuated buttons. Several style heads 
on 8 Spindle Conomatic — available for virtually any size, shape and type 

Write for details and prices of bulb. 


101) S. Kostner Send for McGILL Catalog No. 84 
CORLETT-TU RNER CO. Chicago 24, Ill. MeGILL MANUFACTURING CO., we. ot ama 
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SAFETY and health weighed heavi- 
ly in producing the first two in- 
terpretations of the Federal Por- 
tal-to-Portal Act to come from the 
United States Supreme Court. 

In the first case (Steiner et al. 
v. Mitchell), evidence showed that 
the employees of a battery plant 
were required by their employer 
to shower at the end of every 
shift, and to change clothes both 
before and after their work day. 

In the second case (Mitchell v. 
King Packing Company), it was 
shown that the company demand- 
ed their knife-men maintain razor- 
sharp knives. 

Employees of Mitchell, in the 
first case, wanted full pay for the 
time they spent showering and 
changing clothes. Knife-men em- 


ployed by King, in the second 


case, demanded pay for the time 


required to sharpen knives before 
and after their shifts. 

The court ruled in favor of the 
employes in both instances. 

If, said the court, the activities 
of the employees are “an integral 
and indispensable” part of their 
work, the employees must be paid 
under the Wage-Hour Law. It 
doesn’t matter whether the activi- 
ties are performed before or after 
the regular working hours, and it 
doesn’t matter whether or not 
they’re performed off the produc- 
tion line. 

In both cases, the Supreme 
Court seemed to give special at- 


tention to the problem of em- 


ployee safety and health, as well 
as to the fact that the showering 
and knife-sharpening were defi- 
nitely required by the employers. 
Steiner et al. v. Mitchell, particu- 
larly, involved employee health 
and safety, since the showering 
was done to eliminate all possible 
hazards from clinging dust and 
chemicals. 

The Federal W age & Hour Di- 
vision feels that if the before-and- 
after activity is “an integral and 
indispensable part” of the work- 
ers chief job, his time spent in 
that activity (showering and 
clothes-changing, for example) is 
to be paid for whether or not 
there’s any contract, custom, or 
plant practice to govern the situ- 


ation. © ® 





NO MORE WORK STOPPAGE 
DUE TO SWEAT! 


Use New Gauztex “throw away’’ Sweat Bands! 





Elastic band holds feather-light, four-ply, power- 
fully absorbent Gauztex sweatbands in just the 
right place. Priced right to be thrown away when 
you wish. No fussy pre-wetting. No metal parts. 
No potential irritations. Wonderful for use with 
helmets or goggles. A welcome, comfortable help 
to all who use their eyes in the summer. Free 


trial demonstrates superiority. 


Free Trial Offer! 


We'll send you the right quantity of Gauztex dis- 
posable Sweat Bands to let you find out for yourself 
how wonderful they are—how low priced. Use your 


letterhead. Send request today to: 


GENERAL BANDAGES, INC. DEPT. H-7A 


531 Plymouth Court 
Chicago 5, Ill 
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~ Increase Worker Morale 
e Reduce Production Costs 


with 


Scott Demand Respirators ! 


Men who work in atmospheres not immediately 
dangerous to life, but in which the ill effects are 
temporary, even cumulative, become more effi- 
cient when provided with Scott Demand Respira- 
tors. Breathing worries are gone. They work more 
comfortably and thus produce more 

Scott Demand Respirators provide gentle refresh- 
ing air on inhalation only. No miniature hurricane 
blowing continuously through the mask. Wearers 
declare, “As comfortable for 8 hours as for 8 
minutes.” 

Available for connection to present air line or to 
Air Supply Cylinders. Models available for all 
requirements. Write for complete information or 
call your nearest Scott Distributor. 


RM 2650 681) RELIEF VALVE PRESSURE 
GAUGE RESULLATOR 


. AIR FROM 
Suscest V2" PLANT 


*« % 6809-1 VALVE 


6802 FUTER ASSY 





| Scott Type C 
Demand Respirator 
with full face mask 
and 50 ft. of air 
hose and belt. 





6809A FILTER § 
CONTROL ASSY. 


eTORAGE SPACE 


665! CARRYING CASE 
4 FWTER ASSEMBLY 


6602 FHIER ASSY 


f 
\ 
y 


/ Ae) 
"4 NPT FEMME d 
CONNECTION Q is) 
/ _® _©3808s) 


\| / FROM AIR SUPPLY TOES Ge ‘ 


REsmRaToR 
PACKED IN CASE 
FOR CARRYING 
BNO _STORING £3808(25) 
TYPE C Demand | J 
QESmeATOR 4 








Portable Demand Respirator 
with carrying case 
for 2 man use. 


SAFETY EQUIPMENT DIVISION 


Solo ae. WAP Wale), mere) 4-2 


229 ERIE STREET LANCASTER, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th Street, New York 19, N.Y 
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eb | 
the BOOK SHELF 


WHAT DANGERS may lurk in the 
new processes that have blossomed 
out in industry during recent 
years? Do previously almost un- 
known materials—chemicals, met- 
als. combinations of the two 
carry unrecognized dangers to 
worker health and safety? What 
fire hazards do they present? 


Partly to answer some of these 
pressing questions, the American 
Industrial Hygiene Association 
recently began releasing what it 


calls the “Hygienic Guide Series.” 


The series consists of individual 
Guides. each devoted to one ma- 
terial. Already covered are such 
chemicals as acetaldehyde, buty! 
alcohol, amyl acetate, and carbon 
tetrachloride, along with — such 
metals as cadmium. 


Every Guide includes data on 


at least seven points: 


1. The maximum allowable con- 
centration in the atmosphere to 
which workers may safely be ex- 
posed over both short and long 
periods. 

2. The important chemical and 
physical characteristics of the 


material. 


3. The major uses of the mate- 
rial in industry. 


L. The possible hazards con- 
nected with the material. and how 
important they may be. 


5. Engineering control methods. 
6. Medical control methods. 


7. References to technical and 
professional literature bearing on 
the material. 


Any one of the 20 Hygienic 
Guides now ready may be ob 
tained from the American Indus- 
trial Hygiene Association, 14125 
Prevost, Detroit 27, Michigan, at 
25 cents each. Orders for five or 
more are subject to quantity dis- 
counts, and the Association asks 
that any order for less than $2.00 
be prepaid. @ ¢ 
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THE MAN WHO FEELS SAFE 
WORKS BETTER 


Seoul 


HI-REACH 
TELESCOPER 


ENGINEERED FOR STRENGTH 
STABILITY AND SAFETY 


“a 
i a 
© 





ie 
if 
thd 
an 
T 


Safety is our first consideration in build- 
ing Hi-Reach Telescopers. 

During the past quarter of a century 
of making Hi-Reach Platform Tele- 
scopers, our engineers have constantly 
improved the mechanical construction 
to obtain maximum stability, smooth 
time-saving lifting action, and safety. 

Standard Models available from 10’-9” 
to 35 ft. high, and custom-built units as 
high as 100 ft. if you like. 


ECONOMY ENGINEERING CO. EsT. 1901 
4534 W. Lake St., Chicago 24, Ill. 
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SILICONES 





by the silicone manufacturer in 
its own plant laboratories. simply 
to be certain that the leather meets 


the top performance standards re 
quired. The licensing agreement 
demands that the tannery produce 
processed leather according to 
those standards 

Only after passing these rigid 
quality control tests can a leather 
be identified with the silicone 
product brand name. After the 
leather has been certified. the tan 
nery issues a tag to the shoe mar 
ufacturer: the tag tells the shoe 
buver that the leather used in the 
shoe h is been silicone processed, 
and that it has met all the require 
ments laid down by the silicone 
manufacturer. 

Nine tanneries now are licensed 
to produce silicone-processed 
leather for shoe uppers: three are 
licensed to produce such leather 
for shoe soles. More than 40 shoe 
manutacturers are teaturi it 
least some stvles in silicone-p 
essed leathet 

Silicone treatment is espe 
valuable in work shoes and safety 
shoes. It surrounds the leather fi 
bers with an invisible film that 
doesn't clog the pores, permitting 
the foot to breathe. Those wh 
work with their feet frequently 
water will find that it takes a lon 
time for the first drop oft morsture 
to penetrate the shoe leather 

Laboratory tests have show 
that silic one-prot essed shoe leather 
absorbs water in the range of 
10%. as contrasted to untreated 
shoe leather. which absorbs wate 
in the range of 80%. That means 
that the silicone processed leather 
dries fast. stays soft and flexible 
is less apt to crack and curl: and 
it means a good deal more comfort 
for the worker. 

Another 


available that can be used for 


silicone product is 


treating finished shoes. Properly 
applied, it substantially improves 
the water-repellency of ordinary 
leather. @ @ 


USE THE READER SERVICE CARD 
FOR VALUABLE REFERENCE DATA 





ENTEX WORLD'S 


bef 


C 


WASHABLE 


WITH PATENTED POSITIVE 


"fF 
QCL- Up FEATURE 


FOR 


yy v SHIP 


v BRIDGE 
v DOCK 
WORKERS 


v AND FOR ALL 
WHO WORK ON 
OR NEAR WATER 


4 








New, exclusive GENTEX plastic 
foam construction . . . plus patented 
FACE-UP ‘“‘turning"’ action keeps 
wearer afloat and alive, even if 
stunned or unconscious . . . Com- 
fortable styling allows free and 
easy arm movement. Doesn't bind 
or constrict . . . Slipover design and 
adjustable grip-buckle side strap 
keep jacket securely in place. Com- 
pletely washable and dry-cleanable. 


GENERAL TEXTILE MILLS, INC. 
450 SEVENTH AVENUE, NEW YORK 1, N. Y. 
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with the NEW 
3-IN-1 
SPREADER-CART 


USE IT ON YOUR FLOORS FOR 
% SAVINGS IN ABSORBENT! 
% SAVINGS IN LABOR! 
= See eee ee ee ee ee ee ee ee 
! Spreads HI-DRI 


evenly and 





10 times faster 


-N-] OPERATION 


1. for STORING Hi-Dri 
2. for SPREADING Hi-Dri 


| 
‘ 
4 
3. for REMOVING Hi-Dri i 

after it has "done 
the job” i 
al 


fees ee eee ee ee ce 


apenrect TEAM 


Best of all ways 
to apply HI-DRI 
Best of all Absorbents 
At jobbers in principal cities or write to: 


WAVERLY Petroleum Products Co. 


1724 Chestnut St., Phila. 3, Pa. 
Mine and Plant / Quality, Georgia 
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To obtain items mentioned 
here, use the Readers’ Service 
Card on page 43 of this issue 


MESSAGES THAT CHANGE 
isseqd n tree literature 
Sigi ervice, Inc. The 
tures 3 n oards whicl 
regularly changed satet ‘ 
Circle No. 61 on reader service card 
THE UTMOST PROTECTION 
ker provided with A 


P iproot 404 


xis 
Circle No. 22 on reader service card 
VACUUM SHEET LIFTERS 


tle 


Circle No. 66 on reader service card 
AMERICAN ALLSAFE want 
1 a sample of its D 
mand \ ou have 
re lOW ( ‘ 
Service Cat 
Circle No, 10 on reader service card 
DEMAND RESPIRATORS 
! product niormation 
Seott Aviatio Corp Phe 
-perators wh 
onnection to present al 


Scott 


iir supply cylinders 


Circle No. 81 on reader service card 
A COMPLETE CATALOG of hea 
ey prot tion equipment is ava 

n Dockson ¢ orp Your 1 
handled promptly 
Circle No. 31 on reader service card 


AN INDEPENDENT LABORATORY 
ted tests on the KV safety 
| by | 
copy simply circle the 


condu 
produ t 
number 
helow on the Reader Service Card 


Circle No. 30 on reader service card 


EAR PROTECTION is the functis 


the Anti-Noise Ear Stopples produced 


by Flents Products Co. The firm 


bye ple ised to send sample s for 
try within your own plant 
Circle No. 26 on reader service card 


LEG TRACTION IS SIMPLE on the 
all-purpose Haggard stretcher kit, s 
Medi il Supply 

Many uses of the 


information trom 
stretcher are 
Vilewe d 


Circle No. 53 on reader service card 


MASONRY SAW BLADES 
break proot ire 


that a 
outlined in 


D. Bullard Co. For vour 


r ¢ 
literature 











qahllini 


30 Years of QUALITY 
INDUSTRIAL 
Safety EQUIPMENT 


CHOICE OF EXPERIENCE 
You are looking at the Finest Qual- 
ity Bashlin Industrial Harness of 
Cotton Webbing—sewn with nylon 
thread. 


A COMPLETE LINE 
Bashlin’s Industrial Line of Safety 
Belts and Harnesses includes the 
correct equipment for your require- 
ment. Below, one of Bashlin’s many 
all-leather holsters. Also complete 
linemen’s equipment—a _ Bashlin 
feature. 


awne--sems eee 
Cpere re eet | 


You Can't Afford Anything 
LESS Than the BEST— 


Say BASHLIN 
Highest Quality For Over 30 Years 
Distr tors im Strate {reasin U.S.A 
veld Steel International 


rdInc.,Ltd., Toronto 


I~ Canapna: Bell Electr 


Ask for... 
CATALOG NO. 54-S 


WM. BASHLIN CO. 


GROVE CITY, PA. 
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with the NEW 
3-IN-1 
SPREADER-CART 


USE IT ON YOUR FLOORS FOR 
% SAVINGS IN ABSORBENT! 
% SAVINGS IN LABOR! 


I Spreads HI-DRI 
evenly and 
10 times faster 


a 0 


-IN-] OPERATION 


. for STORING Hi-Dri 
. for SPREADING Hi-Dri 


. for REMOVING Hi-Dri 
after it has "done 
the job”’ 


an am om oe oe oe os oe oe 


cT TEAM” 


' 
: 
I 
I 
I 
' 
i 
i 
i 
i 
i 
i 
i 
I 
i 
i 
I 
i 
i 
I 
i 
i 


tt pERFE 


Best of all ways 
to apply HI-DRI 
Best of all Absorbents 
At jobbers in principal cities or write to: 


WAVERLY Petroleum Products Co. 


1724 Chestnut St., Phila. 3, Pa. 
Mine and Plant / Quality, Georgia 


Circle No. 19 on reader service card 
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To obtain items mentioned 

here, use the Readers’ Service 

Card on page 43 of this issue 
MESSAGES THAT CHANGE 
cussed in free literature fro W 


Sign Service Inc The fir 


| gularly changed safet 
Circle No. 61 on reader service 
THE UTMOST PROTECTION 
workel pro lec witl \risto 


LOO 


Circle No. 22 on reader service 
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t product niormatio I 
Scott Aviatio Corp | 
<perators whic! ul 
nection to present au 
cevlinders 
Circle No. 81 on reader service 


A COMPLETE CATALOG 


\ protection 


ir Supply 


equipment 

from Dockson Corp Your re 
handled promptly 
Circle No. 31 on reader service card 


AN INDEPENDENT LABORATORY 
conducted tests on the KV safety 
produ 
copy simply circle the number 
Reader Service Card 
Circle No. 30 on reader service card 


EAR PROTECTION is the 


below on the 
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ed by I D. Bullard Co. For your 


the Anti Noise k ar Stopple Ss, produce 


by Flents Products Co. The 
ple ised to send sample = tor 
try within your own plant 
Circle No. 26 on reader service card 


LEG TRACTION IS SIMPLE on the 
ill-purpose Haggard stretcher kit 
information from Medical Supply 
Many uses of the stretcher at 
Vie wed 


Circle No. 53 on reader service card 


MASONRY SAW BLADES that a 


break-proof are outlined in literature 
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gahlini 


30 Years of QUALITY 
INDUSTRIAL 
_ Safety EQUIPMENT 


CHOICE OF EXPERIENCE 
You are looking at the Finest Qual- 
ity Bashlin Industrial Harness of 
Cotton Webbing—sewn with nylon 
thread. 


A COMPLETE LINE 


Bashlin’s Industrial Line of Safety 
Belts and Harnesses includes the 
correct equipment for your require- 
ment. Below, one of Bashlin’s many 
all-leather holsters. Also complete 
linemen’s equipment—a _ Bashlin 
feature. 


ee es 
LP ere Ce OLE GS | 


You Can't Afford Anything 
LESS Than the BEST— 
Sag BASHLIN 
Highest Quality For Over 30 Years 
Distributors in Strategic Areas in U.S.A 


Export: Copperweld Steel International 


rdInc.,Ltd., Toronto 


I~ Canapa: Bell Electr 


Ask for... 
| CATALOG NO. 54-S 


WM. BASHLIN CO. 


GROVE CITY, PA. 
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Soap and brush action without any brush 


Borax scrubber in Prolax powder acts 
like millions of fine tiny brushes. 
Makes stubborn grime vanish quickly 

Its hexachlorophene, through regu- 
lar use, builds an invisible film on the 
skin that reduces by as much as 95% 


Antiseptic 
heavy-duty 
powdered hand cleaner 


contains hexachlorophene 


the resident bacterial population. 
Correct for both shop and office; 
popular with both men and women. 
Protect your valued employees 
from dermatitis with this heavy duty 
cleanser that is so kind to the skin. 


from Champion Mfg. Co. The shatter 
proof blade comes in various diameters 
is discussed in the information sheets 

Circle No. 45 on reader service card 
MORE THAN 500 types of accident 
prevention signs are available from W 
H. Brady Co. These are the self-sticking 
variety. The collection is covered in 
Catalog 145-D 

Circle No. 52 on reader service card 


A NEW FORMULA, used in the manu 
facture of Insuleather mitt, permits 
handling of cherry red metal, accord- 
in gto product information from Jaxco, 
Inc. Free literature, including pricing 
nformation, is yours for the asking. 
Circle No. 87 on reader service card 


THE LATEST CATALOG on safety signs 
is available from Standard Signs, Inc 
The catalog shows many stock wordings 
nd discusses special signs 
Circle No. 92 on reader service card 


WOMEN WORKERS in your plant? 
Then you should have the information 
women’s protective caps, available 
from V. E. Kennedy-Ingalls Co. The 
ips are fully described, and features of 
particular types are listed 
Circle No. 94 on reader service card 


THERE'S NO REASON for an arm or 
hand injury caused by a fan. Rochester 
Satet Equipment Co. will show you 
For free sanitary survey of your @ ‘i ae ee a how to use a fan guard of 

j { g J ¢ a} 


wash ible 


1 fabric to prevent these types of 


premises ask your Dolge service man 


summertime accidents. Free literature 





i\ 
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SALT and DEXTROSE 
TABLETS 


It is common fact that excessive sweating slows down the body's 
normal processes. To alleviate this condition, place a Hav-aLift Dis- 
posable Dispenser near the water cooler: Hav-aLift will prevent nausea 
and digestive disorder since they are Coated and there is no taste since 
the gastric juices do the work. Available in either Salt or Salt and 
Dextrose in sturdy hanging Dispensers. 

The Hav-aLift Package recently won Honorable Mention in the 
National Paper Box Mfrs. Set Up Paper Box Division for General providing more comfort and safety. 
Superiority according to end use. Beautify your Plant while using Write today for free literature and 
Coated Hav-aLift Tablets. pine 


A. E. HALPERIN CO. INC. BOSTON 18, MASS. || [ERNNU-WXoNTST 


MANUFACTURERS OF HALCO PRODUCTS 
Sturtevant, Wis. 
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cherry red heat mitt... 


Astounding new special formula 
INSULEATHER mitt permits handling 
of cherry red metal . . . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
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Leonard C. Byers, a pipe fitter 
or Carborundum Co.. Niagara 
Falls, N. Y., was helping a welder 
nstall a 6’ steel pipe. Suddenly 
the rope being used to lift the pipe 
broke. In falling, the 120-pound 
piece of metal struck Byers’ hard 
hat, knocking him to the floor. 
The worker was not injured 


thanks to his hard hat. 


Robert Bergman, employed by 
General Mills, Inc., Kankakee, IIl., 
was struck by a 50-pound ait 
drill that had fallen 15 feet. The 
force of the blow was deflected by 
the safety hard hat. he was wear- 
ing, and the worker was not in- 
jured, 


Keith Shiraki, Walker - Moody 
Construction Co., Ltd., Honolulu 
l. H.. was unloading lumber from 
i truck. A length of lumber failed 
to clear the frame when throw1 
from the truck. One end hit the 
frame and bounced off, striking a 
against Shirakis 
hard hat \ two-inch lacerat 


slancing blow 


1 his head was his only injury 


William Settle, Appala hian 
Electric Power Co.. Roanoke, Va.. 
was working with a maintenance 
crew during a heavy rain-storm 
A 44-kv lightning arrester, located 
ibout 25 feet overhead, exploded 
Several fragments struck the pro- 
tective hard hat he was wearing. 
He was not injured—thanks to the 


headgear 


Leo A. Kettner, employed by 
Wm. Bros. Boiler & Mfg. Co.. was 
working at a power company in 
stallation at St. Paul. Minn. Whil 
working under construction of a 
new boiler, Kettner was struck on 
his hard hat by a two-pound steel 


rod which had fallen 50 feet. He 


was uninjured. 


A. W. Kobs, Carbide & Carbon 
Chemicals Co.. Texas City, Tex., 
was observing work from the 
Workmen on the 
third level accidentally dropped 
1 12-inch wrench which struck 
Kobs’ hard hat. 


covering saved him from injury. 


sround level. 


The protective 


Edward a. Bleyer, Wisconsin 
Public Service Corp., was work- 
ing at Stevens Point, Wis., helping 
a lineman lower a set of blocks. 
The blocks. weighing about 14 
pounds, slipped and fell some 12 
feet. striking Blever on the front 
part of his hard hat. He was 
uninjured—thanks to the safety 
hat. 


Earl W. Mallery works as a fuel 
tender for Weyerhaeuser Timber 
Co., Tacoma, Wash. He was in a 
fuel storage bin when a 16-pound 
steel flight or “pusher” fell a dis- 





f 


with Koroseal No Trax Link Mats 


® SQUEE-GEE ACTION 
® NON-POROUS-——-EASY MAINTENANCE 


* COLORS BROWN, BLUE, YELLOW, BLACK, GREEN 
WHITE, RED, ORANGE, GRAY 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET * CHICAGO 20, ILL. 


Manufacturers of No-Trax Mots for all types of service. 
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This man had 


TRIPS to 
eynst AID ROC 


This man's 
SPOILAGE 


Iwas too high 


This man was 


a GROUCH 


Make sure that every employee’s eyes are working 
efficiently TOGETHER, and you solve many of your 


plant’s problems. 


Managers who have adopted these visual checks 
are reporting: 44% fewer accidents; 20% less spoil 
age; 45% saving in training costs ... also higher 
production, and better satisfied employees. 

No plant can afford workers with UNHAPPY 
EYES. Mail the coupon for details. 


Peeeecerssess= 


4 
Keystone View Co., Meadville, Pa. Send booklet tell- : 
ing WHAT PLANTS HAVE ACCOMPLISHED : 
WITH VISION SCREENING. 
(Name) ' 
1 
‘ 
4 


(Company) 


- seeeesesecad 
Circle No. 89 on reader service card for more 


7 
information 





tance of 40 feet from an overhead Horace Alexander, U.S. Dept. in a hole. A piece of timber, 4” x 
return conveyor. The flight struck of Agriculture, was plowing a line 6” x 410’, fell 10 feet, striking his 
Mallery’s hard hat. Although his around a fire in the Francis Ma- safety hard hat. The hat prevented 
skull was fractured by the force rion National Forest in Florida. serious injury. 
of the blow, he is alive today be- The tractor struck a dead oak 
cause of the protective covering. snag which broke into five pieces. Ammon Eddie Haley, Interna- 
One piece fell across the tractor, tional Harvester Co., Memphis, 
E.G. Murden, Bechtel Corp.. a as ger cdioree - Tenn., was uninjured although a 
as aring. é 57-pound angle had fallen 18 feet 
ceived no injury. and crashed into his hard hat. He 
knows the value of wearing safety 
hats. 


Anacortes, Wash.. was standing 
under a pipeway when a_ 100- 
pound electric cable fell 20 feet. 
striking his hard hat. The hat Wiley Jones, working for the 


proved to be insurance against a City of Baltimore. Bureau of , 
Henry Hanninen, employed by 


A. E. Wicks. Ltd.. Cochrane, Ont.. 
was struck by the butt of a felled 
tamarack. He lost 11 days’ work. 


SuperGard ™ | Yet the hard hat saved him from 


possible fatal injury. 


serious injury. Sewers, was doing some timbering 





Isaac Weldon Jarvis was work- 
ing on a rig for Tidewater Con- 
struction Corp. at Norfolk, Va. 
Suddenly the deck cable broke. 
causing the cable to back-lash. It 
struck his hard hat. but Jarvis was 





uninjured, 


James Reed was working for 
Rich Mfg. Co., Los Angeles, Calif.. 
lining a foundry cupola. An eight- 
pound fire brick fell from about 
18 feet above his head. The brick 


ek 2. struck the hard hat, but caused no 


injury to the worker. 


James Melvin, employed by On- 


SuperGar 
tario Paper Co., Ltd., Heron Bay. 


SAFETY HAT « CAP with full-floating | Ont. was struck by a seven-pound 


bounder which had fallen eight 


HEADGEAR . . . adjustable sizes 6% to 8 ee ee ee 


cident caused Melvin to miss two 


Molded from a flame retardant, waterproof material in seven days’ work, but he was saved from 


different brilliant, permanent colors—red, yellow, blue, white, 
grey, green, brown—"'SUPERGARD" exceeds all Government Joseph Molnar, employed — by 
Specs. for impact, penetration, electrical resistance, flamma- Cront Lies Sees Conn, Seam, 
bility, etc. . . . In the various adjustments, each change is pr genase yee: os 
positive and secure. Cool and well ventilated, for wearing in we of slats boll Sons es i It 
the sun—''SUPERGARD" is also supplied with a half-liner for fell 30 feet. striking his hard hat. 
frosty weather and a full-liner for frigid temperatures. There an ee mmm ig 8 
is no metal of any kind in its construction. . . . Easily sterilized, eee 
there is nothing that need be replaced in "SUPERGARD", when 
reissued, but the wrinkle-free sweatband, which comes in Joseph Vann is an aircraft 
leather or leatherette . . . "SUPERGARD" is also available “se a aa 
with goggles; faceshield; welding helmet... . Send for com- working under ee sieglene vine, 


pletely descriptive catalog page and prices. bending over to examine a blue- 
print. When moving to an upright 
position he violently crashed his 


The BOYER-CAMPBELL Company [| hard hat against a projecting C- 


6548 St. Antoine Safety Diutston oetecd:z, aan, | COE tem. She peeetion ‘eer 


ering prevented a serious injury. 


fatal injury by his hard hat. 


injured, 
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Writes: 


A Zoologist aie cemned? 


“Every imaginaDd “eed 
aa for protection h 
ticks and chiggets; 0” y “2 
Off passed the acid test. 


STOP INSECT BITES! 
PREVENT DISEASE & INFECTION 


‘TICKS 
OFF 


More Than A Repellent 


SAFE! FAST! Keeps away 
Chiggers, Ticks, Mos- 
quitoes, Flies. A few sec- 
ond spray protects you 
all day! 

12 Or. Bombs 





De yeu know that biting ticks trans- 
mit to humans twice the number of 
tularemia cases than handling or 
skinning of rabbits. 


Distributed by 
MINE SAFETY APPLIANCES CO. 
201 North Braddock Avenue 
Pittsburgh 8, Pa. 


76 Branch Offices in the United States 


LL 


NANANAANYAAAAAAAAAR AA 
TLL LLL AAA 





R LATEST 
y SHOWING 
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BUYERS’ GUIDE 
Use this classified list of 
advertised products to locate 


easily the information 
you need 


\bsorbents, floor 


Athletes’ foot preventive 


Breathing equipment 


Bulletin boards 


Cigarette dunking stations 


Clothing, protective 


Dock boards 
Drinking cups 


Dust « ontrol ¢ quipment 


| ir protectors 

Electric safety cords 

Eyeweat Cover III, 5 
Fire extinguishing equipment 
First aid supplies 11, 42, 45 
Floor grating 

Floor maintenance equipment 
Floor maintenance materials 
Floor non-slip materials 


] 


| ootweal 


Gas control equipment 
(,love protective 


Gloves, reconditioning 


Hard hats 
Hatbands 


Hearing testers 


epe llents 


safety devices 


I 
I 
Lens cleaners 
I 


ighting equipment, guards 
Machine guards 
Noise easuring devices 


Press feeders 
Protective creams 


Pumps 


Radioactivity measuring devices 
, 
Rope 


Safety awards, trophies 
Safety belts 

Salt tablets 
Sanitation materials 
Saw blades 
Scaffolds 

Signs 

Skin cleaners 
Slings 

Solvents 

Sound absorbents 


1 
Stretchers 


larpaulins 
Vision testers 


Watchclocks 
Welding helmets 


W ome n’s head overs 
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> 
New poison ivy ointment has both 
zirconium and antihistamine 


Now Zircreme has an antihistamine additive 
t ake this highly effective poison ivy 
ment even better 
me contains zirconiul 
proved 
lermatitis. Zirconiun 
leading dermatologists 


treatment for 


tession. It is the newest 
poisonous plant hazard 

ion with the curative proper 

f zirconium, the antihistamine pyrila 
ne maleate is now added to relieve itching 
ised by poison ivy, poison oak, and poison 
Chis is the first time this combination 

s ever been made available in the unit sys 
f fi id for your workers’ safety and 
iother ‘“‘MSco first See yc 
write for details. Medical Sut 
, Illinois: In Canad 
y Company, Toronn 


“VEK]sarety cap 
=i 





pot ror GREATEST 
INDUSTRIAL SAFETY 


VEKI's larger, roomier elastic-type snood is de- 
signed specifically for enclosing more hair than 
any conventional type cap . . . full protection 
for al! hair all the time! Front of twill. Back 
is made of mesh—can also be had in solid or 
flame-proof materials. Navy blue, and brown 
Adjusts to all head sizes. Descriptive literature 
on request 

Manufacturers and distributors of a complete line 

of safety clothing and equipment. 
Write Dept. OH-7 for information 
regarding your needs. 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 
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Alan Wood Steel Co 
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FLOORS 


and 


RUGS 





Why limp along with 

costly mop-and-pail methods 

or machines of limited Z 

application? You can be dollars ahead ~ 

every day by switching to America’s 

most modern, most versatile floor machines . . . the American 
Floor-King and all-purpose American Vacuum in sizes to fit your 
requirements. Send today for colorful fast-reading booklet on our new 
line of vacuums. . . the one line that needs no alibi because every 
model does every job from floors to rugs to off-floor cleaning. 


(acaba — 


performance proved maintenance 


"AMERICAN | cara. 


world-wide sales and service 
f.oor earieet MACHINE CO 


L 


562 So. St. Clair St., Toledo 3, Ohio 
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Can take it ! 


Dramatic proof. With its unique bridge and 
rivet construction, Titan easily supports 
54 Ibs. without distortion. But—learn all 
about amazing Titan; write for 8-page folder: 
Bausch & Lomb Optical Co., 
90407 Smith St., Rochester 2, N. Y. 


7 oO 
~ 


sooo ON 
NOHO) s cas DONO: 


|e 





It’s actually easy to save money 
Series E Savings Bonds through the autom: 
Payroll Savings Plan where vou work! You 
sign an application at your pay office: after t 
your saving is done for you. The 


Bonds you 
ceive will pay you interest at the rate of 3 
year, compounded semiannually. when held 


maturity. And after maturity they go on earn 
10 vears more. Join the Plan today. Or invest 


Savings Bonds regularly where you bank. 


Ww hen vou buy 


itic 
ust 
hat 
re 
per 
to 
ing 


in 


His calling card had 
Claws on it 


e 
 Y 

7 4 pas 
j \\ 


“i >) : —~ yy 
“ en + oy, -, a 
ina uy 


La rHER KELLY lied about his age and got 
into the army at ». They sent him West in 
16605. and he stayed. 

He liked the wilderness. Game abounded. 
In Trappers’ Lake. “trout were so thick they 
obscured the bottom.” 

Hostile Indians were also pretty thick. But 
when two tried ambushing him. he killed 
both with his Henry .44 


He learned Sioux and sien language. 


One day. he visited General Miles. send- 
ing a huge flerce-clawed bear's paw to Miles 
as his calling card. Miles made him chief 


scout against the Sioux. 


But by 1885. the country was tamine 
down. and Yellowstone Kelly left it. 

Two decades later. Teddy Roosevelt 
praised the heroic treasurer of Surigao in 
the Philippines who saved the town from 
outlaws. Name: Lutler S. Kelly. 

Yellowstone Kelly's body now rests. at 
Kelly Mountain in Montana. But his resiless. 
pioneering spirit lives on in the heart of 
today’s America. For it is the trail-blazine 
courage of 165 million people that makes 
America great. and that provides the real 
streneth behind one of the world’s finest 
investments: our country s Savines Bonds. 

Why not guard your security with this 
streneth? Invest in L.S. Series E Savings 


Bonds. And hold on to them! 


Sale as America -— US. Savings Bonds 





